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THE MODERN STATE HEALTH BOARD AND 
ITS CO-OPERATION WITH THE PLUMBING 
CRAFT. 





ODERN state health boards are maintained 
for the purpose of conserving the public 
health. Plumbing installations are con- 

ceded to bear an intimate relation to health and 
hygiene. Hence, some of the more advanced 
boards of health have found it advantageous to 
work in close harmony with the master plumber in 
the promotion of sanitary reforms. 

The Wisconsin State Board of Health, for in- 
stance, has shown a very keen disposition to co- 
operate with the master plumbers of that state, and 
during the past few years extensive progress has 
been made in the. enforcement of sanitary legisla- 
tion, including the provisions of the state plumbing 
code. 

A campaign of sanitary education is being car- 
ried on by this board through the medium of the 
farm press, the daily papers and illustrated lectures 
by officials of the board. 

‘We are seeking to educate the people in the ad- 
vantages of plumbing inspection,’ said L. W. Bridg- 
man, a member of the board, recently. “We are en- 


deavoring to show that a supervision that safeguards 
the public health is a very desirable thing. If this 
supervision does secure better workmanship, more 
durable materials, safer methods and more satis- 
factory installations, is there not ground for full pub- 
lic support of plumbing and building laws which 
have these protective aims? In our campaign of 
popular education through newspapers and illus 
trated lectures, we show that the principal condi 
tions, that undermine our systems and render us 
more susceptible to disease, are pollution of the air 
from open drains or other constructional defects, 
disease and disease-breeding conditions which de- 
velop as the result of a failure to remove effectively 
the organic wastes from the building or immediate 
neighborhood; pollution of floors, walls and _ soil 
from leaking pipes; improper location of fixtures in 
relation to air and light, and the general indifference 
as to design, construction and care of plumbing 
and drainage systems.’ 

The campaign of sanitary education which is 
conducted by the Wisconsin State Board of Health 
is proving of decided benefit in changing the publi 
point of view concerning the value of modern 
plumbing in its relation to health. 

The average state board of health, however, is 
quite lax in inaugurating or promoting such move- 
ments in the interests of the public health, and prob. 
ably this is due in a large measure to the fact that 
these boards composed almost exclusively of physi- 
cians, are slow to grasp the intimate relationship of 
plumbing and sewerage disposal to general health. 

In Wisconsin the physicians, who are members of 
the state board of health, have been progressive 
enough to understand that plumbing in all its phases 
constitutes a most vital factor in health conserva- 
tion. They have laid aside their academic notions 
and time-worn prejudices, and have co-operated 
heartily with the plumbing craft, even to the extent 
of attending the state conventions and entering into 
the deliberations and discussions. Other state 
boards of health might well follow the example set 
by Wisconsin, for the benefit of the public health. 
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The Ventilation of Factory Buildings 


Notes on the Installation of Various Ven- 
tilating Systems in Modern Factory Buildings 


By A. G. KING 
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Window Ventilation. 
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Plumbing and Heating Installations ina 
Model Tenement 


Burlding Will Contain Sixty Flats of Two and Fout 
Rooms, With Complete Sanitary Conveniences, Including 
Nlechanical Refrigeration and Garbage’ Incinerat 


By JOHN A. WARD 
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The Plumbing System. direct 
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tvpe of one 
enameled iron The Heating 
: and drain System. 
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Due to the fact that, in the locality in which the build- the upper floor apartments of a bull c ' 


ing is to be located, the city water pressure is subject to than the lower ones 
nsiderable variation, at times becoming nearly as low The vacuum pump used tor exhausting condensation at 
is twenty pounds per square inch at the street level—an air from the radiators is an electrically driven, « 
| pneumatic pressure tank is used for the water connected turbine pump, designed to maintain in the re 
supply system. The cold water supply system for the turn system a vacuum of from five to eight inch 
base! t and the first floor is connected direct to the mercury, and it is equipped with an automatic vac 
ut the cold water supply system for the second regulating startet 
and ti floors, is connected with this pneumatic pressure Each apartment is fitted 
unk refrigerating coils, the circulating pipes running in a pipe 
this tank is of steel, 14x48 inches, of the horizontal shaft provided alongside of each icebo Space in the 
fitted with water pumps in duplex, which are basement is provided for the condensation tanks, con 
fic In operation, maintaining a constant pressure, densers and circulating pumps. 
the d ‘ feature being provided to take care not only The use ot a mechanical rerriverating ystem obviously 


— ’ ltqce 
im demand, when citv pressure becomes too low, eliminates the use of ice altoge 
la 
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i 
/ 
~ 
“ 
- 
“ 
—~ 
+ 
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ils a guard against emergency in the failure of one disagreeab 








ice through the corridors ot the building and into the 
kitche 
Krom a general sanitary standpoint it is interesting to 
note that the garbage disposal is accomplished by means 
ot built-in incinerators, there being one stack to accom 
odate each two apartments, with an incinerator turnace 
if the hase ea tH] i¢@ in ft ba sement AN 1] it FAT ba r¢ 
| i ed into the incinerator flu 



























































* 
_ 
1 14 
— 
bed 
“ 
7. i 
_ 
mam "a + + 
‘ Aly ; 
he att ; | 
#) in ri 
7 
ame i 
aed | 
| blar f Typical Two-Room Apartment 
‘ ' ' ’ | - 7 - 
throuvn a door opening just above the kitchen sink drain 
boards Phe initor uilds fires in the basement incin- 


furnaces every tew days, as occasion requires, to 


consume the accumulated retuse The chute which car 
ries the garbage trom kitchen to turnace 1s a standard 
brick-boier flue. lined with re-clav tile liming, and 1s 
extended high above the root, rormme an emcient chi mney 


tor the turnace when it 1s tired 
butiding 


Zimmerman, Saxe & Zimmerman, ot Chicago 


The plans tor this vere drawn by Architects 


Othice Boy What is a modern miracle?” 


\bout the nearest approach to it 1s 


1 street car, that hasn’t room tor another passenger.’ 


Exceptional Circumstances. 


fhe sympathetic prison visitor went from cell to cell in- 
To one penitent-looking individual 
usual question: “What brought you here?” 
lady,” was the reply. 


she exclaimed, “they 


terviewing the immates 

she put the 
“Borrowing money, 
“But, good gracious don’t put 

in prison for borrowing money?” 

“but I had to knock a 


would lend it ta 


people 
“Not ordinarily,’ said the man, 
man down three or four times before he 


me.’ —Exchange. 


DOMESTIC ENGINEERING 





Vol. LAXVITI, ° 





Que stions — 


| and Answers 























INSIDE TOILET ROOMS SHOULD BE VENT! 


LATED AT CEILING. 


Editor “Domestic Engineering’:—Occasionally 
necessary to install closets in rooms that are locat: 
such a way that they cannot be ventilated means 


vindow to the outside air. In these cases it is custo: 


means of at 
differ 


proper place the opening to this 


and proper to ventilate such rooms by 
shaft, but as |] 
in Opinion as to the 
should be made, in or near the 


Will you kindly let me 


valuable 


understand it. there is some 


ceiling, or near the 


know, through the colum: 


your paper, which place you consider the 


and your reasons tor the same, also if there is an 


for tindinge the shafts. assu 
that the 


and natural ventilation is 


proper size of such vent 
closets used are not equipped with local 
depended upon. 

lowa Plumbing Inspect 
Ordinarily, for the ventilation of inside toilet. r 
best 


ceiling. 


we believe results can be obtainéd by 


from the when the ventilation is obtained 


natural draft. The reasons for such a belief are 


First. Inside toilet rooms do not usually depend 
much upon radiators for warmth. They are w 
by the surrounding rooms. Consequently the act 


moving air from the ceiling does not materially r 
room of heat. 
Second. The 
well-kept, toilet 
evacuation. The 
and efficiently, but in the 


principal duty of the ventilator in a cl 


1 


room is to remove quickly the odors 
local vent on a closet does this pro: 


local 


ceiling in the air current 


absence oft vent 


odors rise to the whic! 
tinually 
still. For 


The room 1s 70 degrees. His body is OS degrees 


ascends around the human figure. if aliv: 


instance a man sits motionless on a 


cording to the laws of heat 


heats the 


transmission by conne 


his body air around it. This warmed ai: 


‘to the ceiling, or until it reaches a stratum of air 
warm as itself. Thus a stream of air flows upward fro 
chair to ceiling as in Fig. 1 If there is odor at 
chair it 1s quickly carried to the ceiling. Then 


culation of air in the room and diffusion of gases the od: 


tinally becomes noticeable throughout 


not drawn out of the room as soon as it reac! 
ceiling 
Third. 


warm, or it 
hot flue 


flue must 
draw. It may get its heat 


Because a gravity discharge vent 


will not 
heat it 


adjoining or otherwise. But 


Tit 
or it will be a “dead flue.” If it draws from ¢ 
ing, it receives the warmest air in the room, whi: 
the dratt. If it draws from the floor draws thi 
air from the room, which reduces the draft. 
According to this theory, therefore, it seems 
to approve of ceiling ventilation taken from a t 
rectly over the closets, for natural draft syste: 
And for forced draft systems, where fans are enip!o! 


to pull the foul air up the flues, it seems rational 


draw from the places where the odors are produc 
means local vent fixtures, or vent registers neat 
tures. 


drawn out by local vents, than can be drawn f: 


ventilatu 


the room r aft 


A more concentrated solution, so to spea! in Dt 
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nts An air shaft is a vent flue for all the toilet r 














t ooms return are separated Lhe sl f run es to the north 
ound it, providing the shaft is open at the roof, and end of building and works. tine Lhe | 
” : ¢ © ' ) J | : ‘ } a - 4 > oot 4 | | } | 
ere 18 a good dratt up the shaft lt thues are led from toward the south end ius hot ‘ 
ceilings of such toilet rooms and discharge into such duced three times toward 
shaft, they will ventilate the toilet rooms brant more to ! aah s not ‘ | ‘ , 
ends on the shatt itself than on the branch flues from taken off { eve three flats - 
toilet rOO INS. Ii the shaft 1s choked down it the top t ifs i} ~ ] il T ‘ } t ? if 
is open to the cellar at the bottom, the toilet room only six flats. I s este e | 
ntilation will be very unreliable and unsatistactory. Tle inch al] Trye \4 i\ Tr) thy, ‘ ‘ \\ } v " 
t} da poorly designed shaft if 1s possible Toor t hie odors | here 1s = | 7 7 thic trou rte . hay p tliat Mitiddine hey 
if hi i . | \WV 
ee SSS = > a a ee a , a 
< ne < “=> ~<— . ~ < o < ‘ 
————_ ———— ~~ NE —— —— Se —_— +> = 
anette ets aa — eee as —_ — ™ ‘ ral ~~ ° =m NY ‘ +> ‘ ’ ‘ 
IN| We understand trom “Hl. \W lette ' t that 
i j i ii i 
t\ 4] plenty ot hot , i Line | ¥ 
i ly | | ‘ 
j | t/t ments, and that the only t ‘ 
Warmed Air ( rranr -” A | vill i " 
‘ 4 t/ i} not cil late t} bart) thie le 1 | ‘ i 
' ; WAI 
| | V4 then it would appear that ther s a resista 
MAI ireyiaty +) hee » « | ! ! ' 
ip CUrcuiation —{ iif Wile i; ¢ | i \ ii¢ ‘ ; «c ¢i Types i? 
=" i ' 
} | , 7 
bie ilt (OC K | i \ ( ! .\ At¢ ‘ 
it can only be found by an i 
It tive }) P17 |] Li? ire reve ( - T 
probably is rust chokage in the return lines, w 
that “HI \\ 'S” idea ot extend f thie r ( 
pipe tull length, and removing the it and thre 
mnch piping is a good one 
, ‘an shi “ ] i his | r i 1 | ‘ 
lt it 1S at I ertical { 
rig. 1 ' 
upward, then it on wro t pl ’ 
} tT ¢* 1 bi \ ' } ' 1 ; 
. : ‘ . Lle Tr ¢ is <« \ i f (diie rt 
a toilet on the first floor to enter the living rooms | . 
, . ; circuits then are pertectly 1 pendent 1 ly 
on the top floor, via the top floor toilet room. “2 3 gl 
‘ : = ° , : to extend the one ic! returns as sugvested 
.s the velocity of air currents by natural draft is a a 4 : 
:; - °, » . separate swihy Checks as at \ and bh, remove ch \ 
st variable factor, and as it is the velocity that deter- ig? ; 
. . . , : put a valve on at 1), ana OW to sewer throug! 
mines the proper size oO! flue for a given room, it 18 evi- 


dent that no hard and fast rule can be given to deter- | : a ' : ; 

mine the size of natural draft flues in toilet rooms. “DOMESTIC ENGINEERING’ ARTICLE IS QUOTED 
Probably the most practical plan its to figure the flue EXTENSIVELY BY “THE LITERARY DIGEST.” 

area according to size of room; allowing say one square | a . 

sectional area of flue for each 1,000 cubic feet of in the February 10th number of “The Literary Digest 


> ? 
tat) 


Th: age 354, under the caption, “leaching Europe to Bath 
toilet room Space. Chis should five a complete renewal | | ' re ' 
- atte Lown +1, 
° . . . . : CONSLTIGCeCTal te “Dace - (CVOTEE ( ile rep? 
ot air in toilet room every 10 minutes, with a velocity oft ae rol yao oat ' ' | 
: : , . articie py ohn | ILaterime, of the International Say 
100 teet per minute in the flue. If the velocity can be , — 





” 
Mfe. Co., of Chicago, which appeared in the holid 
depended upon to be higher then the flues may be made Mtg si ior ae “ 7 vee 
aller _ ber of “Domestic Engineering,” its title being 
smaller accordingly. gee . me 
Reminiscences of a Salesman Who Sold American Sat 
tarv Ware in loreitgn Countries.” Phi literarv PD 
HOW TO REMEDY DEFECTIVE CIRCULATION IN ae ) , ' ' 
vest.” in introducing the article to its readers ) ' 
APARTMENT HOUSES. “ 
torially 
: a aay aye | Until comparatively fe eal , eve 
tditor ‘““Domestic Engineering”: Tig. 1 is a sketch of a or 
_ sed apartment houses in continental Europe lack: 
not water supply system in a large building. It does not - “ar 
approved type of bathtub. the zinc or tr tub y¢ 
in full sway nm many pretentious houses it w 
ot to Fiytures tomary to provide a bath POG ‘ laut Tif) tub. thre ¢ rail 


we Cold Jupply 9 Check being expected to install his own fixtures Even toda 
a — . Valve. “ t ' ! ‘ 
a Cn stationary wash stands are rare Within the 1: 








. ‘ , ; ‘ 
or so Kurope has learned [rool ALIMmMeCTriICca LOW“ ti mati 





: — a ep if we are to helheve lohn | aferiie vho COntrilrte 
Tank ul « i 























rae oereresornseeescesocesa anes AE ‘Domestic Engineering, (Chicago some Ret 
| C of a Salesman Who Sold American Sanitary War 
| | Foreign Countries.’ According to Mr. Laferme, it 
| the Paris Exposition of 1900, where America 1a 
Heoter | turers of sanitary plumbing goods made a fine display 
| | that really stimulated the effective demand tor such 
>< Re tod from Teak 2 th 4 =| tures os ay he literary [ace st” the mroes on to anuote 
q D’ E tensively from Mr. Laterme's article 
einen ea ST Plans are being prepared, and will be ready tor bid 


Fig. 1 shortly. for a new infirmary building at the Maine State 


Hospital, at Augusta. The building will cost about $225 
WOrk very satisfactorily. The tank and heater are set near 000. Bids will be received and contracts let by Dr 


end of the building. The hot water feed and Forest C. Tyson, the superintendent 
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to Dodge Big Sewer with Steam and 


Return Lines 
































; 
o. 
}j ] 
the pr ipal difference between his plan and Fig. 1 1s th 
r loop over the sewer for the return line 
1 hie plan snHown 1 I is recommended by a plumb- 
ind heating contractor of Albuquerque, N. M. His 
plan is very simple and almost pipeless. The steam main 
loops over the top and the return main loops under bot 
om of the sewer \nd the steam main ts bled directly 
nto thr return 1 iim aft both sides ot sewer This plan, 
he savs. was used successfully in a similar situation, and 
is if proved entirely satistactory to him he hopes his 


suvvestion will be worth 
Fitter.” in Pennsylvania 
an shown in Fig 


in Ashland, Va b Le 


sewer, but we 


SANS 


each steam 


the casing pipes an‘ inch 


h of sewer, using a 


and 


while to “Mr. Plumber and 


t is from a master plumber 


he would “run the steam pipes 
wuld use a wrought iron casing 


line.” He 
than the 


return would cut 


or so longer outside 


5-inch pipe to go over the 4- 








, 
inch steam line, and a inch pipe to go over the 2 
, 
return line HHe would wrap the steam and return 
| ‘ : 
girth . eet a~ estos erTao;re rTiie Siceves, or CASING 
’ ' 7 ‘ ‘ 
ire med over then And he would cement the 
' er = —— * im ao nerf = 
Al e ends of the Casing pipes in a pertectly w 
, 
> ‘yt i eT 
‘ | | 
i \ e to s est to our brother in the 
, , 
1 t 7? | te) KETC] ar ) al 
f ’ 
yr , &@ 


WLS PYF. Fy FIT /, (=f 7 hf — pp =I Ee STF ITIS ry py Sy, PST UTORTI ‘ 
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lieve he ould vet ‘around it’ all right. The 2-1 
Cou d pe Sswun to one side and lye treated the Sal) 
though if | were doing it I would increase the low | 
to 2 inch or 3-inch to allow tor any sedime: 
might gather in it The steam or air would toll 


and the condensation would follow the 


—_ 


would like to hear. through D. k., how o1 


does finally overcome this writes H 


Minnesota 


problem,” 


| have met conditions, while not exactly a sev 
struction, still 1t was just as hard to get over. 1] 
be done by running pipes in the form of loops o i! 


writes “AMic\V.,” Philadelphia. 


‘under the sewer, 


Grovnd Kine 
rr 
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Portland 


and 


\ prominent consulting engineer in 
“Plumber litter,” as ws 


call of 


like to answer this question as | 


replies to the 
“l would 
some interesting experience with like problems 


by anv means run through a sewer. No ma wv 











Sneed me™ 





Shige TA, 
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rge the sewer is or how high up the lines pass through But even then we think it might be advisable to use a 6 
there 1s always a probability of the sewer flootine and inch Or I | 

merving the lines This will cause a waste ot steam tur len pl; iri ’ 7 +1] 
probably cause serious damave to the sewer or Steam t | 


return lines.” 


Then he submits a drawing showing both steam and re- 


pipes looped around sewer both top and bottom. round kine y 
he plans otf others already men 


- im > 


se 961 Ud Ud = that he ee MS Mh dhe k= heh eh Mafia hs aid alia ae 
; ; > Mee : beg re Ps le . ~ * Rae - 
h 


is part 1s the same as t 


ned. But consulting engineer illustrates a new feature. 
extends cleaning Out pipes from bottom of each loop 
to grade line as at B in Fig. 6, which speaks for itself. 


ibably this 1s the best and most 





; 
compiete plan of the 


\n interested reader, H. L. A | 
ver with both pipes, both top and bottom, us} 
and tees but he makes no provision 


iment. And as he uses a 1'%-1nch drip loop tor the 


steam main, his plan probably would be the first 


log up and give trouble 








onstant Reader.” a prominent member ot UEnlings, 
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Asbestos ‘a 
rWwrapped we would try { drrange | 


1 ‘ ‘ ’ 

; ‘ . | ‘ ‘ . 
: = a One above ae a hye? “4 hy r 4 
—— “ a ] 























' thve yin Phy ryt +} ‘ ‘ ; . sexvreuwvete _ 
i i »* tit in il i 


Ceme ntad 
Woter tight first Becaus should 
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tana. local. submits some good data but 
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o that already published we will not describe it in 





1 
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is evident that Pennsylvania “Plumber and. Fitter’ 


} 


' , ; 
now got the best intormation, tor he has received the 





t 


. - " ° 1 | | 
advice ot some ort the best contractors of the last tne 





and in between. And we thank these ventlemen 
the suggestions. 
ww, on behalf of “Mr. Plumber and litter,” Pennsyl- 


inia, we thank those who have so kindiy aided h 








these helpful suggestions. \nd betore cl 





subject we will comment a little on the different 
1 is a very good plan, if there is a vacuum pump 


ish the water through the line, but tt 


irce pump at the end of the return line to either pull 
a gravity dis- dav atter the ty) | doy and 


, 


charge has to be depended on for the flow, it 


~ 


at the water seal in the return line will air-bind the Hooded thereby, probabl ! 
line and hold back the condensate \ good feature of Pennsvilvania could = h: hic hands full 
hig. 1 is the 4-inch loop running full size all around the suits 
sewer, There is no danger of the water-sealed portion 


ing choked with sediment. Mishawaka. Ind—+ AT on oon ani 
I 2 1s an especially good plan, and shows that New- ments to open a plumbing « 
Tics has at least one good master plumber The Roswell. N VI l? Pp Douch 
air-looping the return line is excellent because business to the Mabie-Lowry H 
allows the line to run free and easy by either gravity Hoffman has been placed 1 
ed discharge. But we would be inclined fo use partn ent 
irger pipe for the steam main drip-loop just to prevent 
becoming choked by rust, etc. The 


idea of using 


ce fittings is good. It reduces the frictional re- Seth VW ood wa 1 tioht ted. | Biv ' 
sist to the flow of the steam. farmer. his brother William dving. the 
| probably would be satisfactory in cases when from lack of proper treatment. Set tched up and d ' 
ssures in both steam and return mains are about into town to lave a notice about |! deat 
But if there is much pressure difference it the weekly newspaper 
necessary to seal the drips to prevent steam from “There ain't no charge, there he asked 
back the return lines and causing hammering “Oh. ve indeed,” answered the advertisement 


We do not like this plan as well as the others. “4 
Fic 4 obstructs the sewer too much. If it were im- “Cracky,’ muttered the old mar an’ Bill 
SS to dodge the sewer his plan might be adopted. two." —Ne 


our price is one dollar an inch 


' L. Tol an! 
" 1 OTK lelegraph 
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By WILLIAM ROBERT MARSHALL 
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hte. Mm sympatiie emotional or perso 
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: | not that kind am concern in your case. 
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don nicle and limmie admitted in bewilders 
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ee , ‘ ; rr : Wa ! wor brain gets that on straight, ) 
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} ‘ i? 4 ? tie ? ¢ } iTY) t i Lit) I¢ 
’ ‘ oi} li gele ae”? ‘ore hy ; , | 
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{ hy i\ 4 if T ¢ . { | t NV itieieow Vil it ’ 
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foundering eebly tor more enlightenment 
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limn nocked er a row of rolls, he had carefull [Lh _ James, my boy, the eve,” replied the Vor 
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f the window to wait on the tellow whom he suyj LT id, James, my boy, ! ind. . i 
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rd someone.” “Now allow me to elaborate a little on the diffe 





Jimmie 
‘ferent Attention. Normal Attention, Fixed Attention, “T will 
Lid { WriOosity ATIG]? TOW you. chante Jimmi h 


has been fixed upon an object with a feeling of 1m 


i 


did mnswere: Vo wer hi esl ' ' continued Careless Interest, “something further is ne 
r ‘tt down. |] want to talk to 1 interest me to that lively interaction of mind and object, whic! 

Wi are you li:mmie demanded as he faltering] 1) eu a State of Attention and that is Interest. Now, 1 

towards his desk chait question is, how, isn’t it, James 
‘IT am Careless Interest.” answered the Vortce “That's it,” admitted Jimmie. “iow ts it done? 
Oh!” escaped from Jimmt are number five, arent “By giving it a personal concern,’ declared Cart | 
rerest decisively 
Phe Voice laughed. “Number five; | don’t understand “T am not sure I follow your understanding, | 
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try and make my meaning clear. When 
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reference to one’s selt, anda teeling of personal con the Interest } imilvy. Common = 1) ect . 
ment in the object 1S te It. then vou have excited In- comes a custom | (| (, , 
terest.” Timmie aros da 
isy enough when you understand it, isn’t it Jimmi ward to meet the new come 
’ tted demurely. be co 


ist one more distinction, limmie. 


implanted in 4 mind 


our 


itt Glens de ea Wade PUBLIC COMFORT STATIONS 
ra {ttention but you rele {ulere 
remember that,” Jimmie answer as he wrote it bi tte ' ade to na 
f paper upon his desk Durlt Hess ction ot 
areless Interest will vou pardon a ery personal que Plans ha ee repal ' 
limmie asked as he tintshed his writing cOmtort st it alist | isa 
ertainly!” laughed the Voice, “I am only too pleased Cincinnati, O 
W you are so deepl nterested put ntended | \ ome 1) Lal 
you, as to want to ask question and the mon , at | ert ir] ult tual 
hev are, the better pleased [ will A :, 
lat is very kind ot vou What | inted Ve VA estalblis 





ee eee ee oe LLL LLL CT tt te aaa tee 


OPO Sos te, dare ae 
IE ASM: avers & mire 
Tu a " 
tm get +. 
. be ae 
‘+ Ly 








le, tf rote n the Shipping Department down at the City Plumbing Supp Compa ul 
he Block’ off one of the Truck Drivers, if he ever again heard of him refer O } bereth tt } 
! Street 
meant when in introducing yourself you said, ‘1 Second or Third Streets, on Washington Street, | 
med Careless Interest because that 1s. the degree of land, ()re. (ity ( om mMI1ss10 Ba 1] ha | 
| excite.” hids. 
Well, suppose I explain my name of Careless Interest 
t] vay, in the first place, careless means what’ Negli- 
lifferent—desultory—slack—supine—reckless and = in- Free Advice. 
ite. Well, that’s the kind of interest | am. I awake \ man with the croup halt = an 
riant concern or consideration; I am the embryoni cornet 
OF { nade veloped state of (Common Interest.” “Doctor,” he said, coughing violently hat sucht 
on Interest!” shouted Jimmie. “Who is Common chap to do when he’s got the croup 
Inter The doctor's eve emitted a steel levht at the thought 
fast. m1 bov, hot Loo tast. admonished the ct Cine buncoed out of a pres ription “atich bye aia 
u will meet him in due time. He ts a brother “Such a man, m friend, o it to co “4 rod 
a oe 
; physician. 
t iny are there in vour family?” inquired Jimmie “Thanks. doctor.” said the sufferer. as he too s lea 


replied Careless Interest. “I am_ the 


habyv of 
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encv of the times 1s rightly toward an extension ot 

















Employes Leaving Old Positions to Better Themselves. 
held ot competitive - effort, especially in the comn 


ollis and industrial world. 




















{ } ‘ j va 5a < \ ‘ i! Specialty { ~ { . 
’ ‘ ? } > ’ : ’ yvTy? ’ co 1T ’ » he 
{ ; Ie ¢ lie@ral Rey rte ‘ ; tr) Tye’T 7 +? Thieé oreate sf It must ‘ei a matter Ot COMIIOT ere 4 rre nce in t sf 
' mnt P rae ness world that where an employe with special s 
‘ ‘ ¢* 7) ’ ‘ 1) we pif ~ sitet) ; 
tat. P eal wit mpetitor sought. those in the employment of others wall be 
si ’ — i \ { } } ; ~ . 
' ; sulted, and inducements offered which may cause t 
! COM I practice Viiicn nas neve’ pecnhn con ; : 
:, ) : ; transfer their service 
P , \ thys ‘ ¢ tryt rie? empio ed } ertain nes 
? 
r act ty to eek tO pbett rnemr conawiwwor y entering 
’ ’ sj 
1s geet ,? con ‘ ge? , rs Cm? The ‘* Pr tT! mig ers ‘ an ° a 
| ployers; and The Case That Was Won by Plumbing Company 
i : ‘% 7% ’ rT ?% ‘ sa? Bae ’ } ’ , *% , 
: aist) C COPEL ELTIC: iad ‘ ‘ it iia ss Tid) eet) CT) ; ne . . 
ae Editor “Domestic Engineering We note in your 
demned, that men who acqutre a certain knowledge and » we , , ' 66 , . 
| | of November 4, 1916. under the heading “Legal Decis : 
, , 
q*? crency ‘7 i certain emptiovmeni'! i”) 7 in ¢ etiorts to get . . * : : * 
' : a case of a Plumbing Company against one Hippee 
settisahad is lenmhenes = _ Lo es oh, ; 
¢*s it) shied i] mTSTnCess (>) rie T (ow (> «ie ills rfe*y . - - | > 
; ' was our case against Mr. Huippee After readine 
{ | : ! 
‘ i 4 ri . ‘ t¢ 4 it] ? TV)¢ | triprrmisct tha m ¢° . as 5 " ' 
i t ‘ “ ‘Urtish = tie report, we are inclined to believe that you are un 
‘ ryt | sav toe] +} ‘ oer ry tf ner sue nicl +} bi ele . ° ry’ ~ ~ 
pita ww PEELS ul CX) enced 1 : Se CEEOCE fC  ADIITS Impression that this was a contract job. Chis JOU was 
1} thie absence ot contract with his empioyer, rnere Houred ona 25 ad r cent hasis. over our cost oft lah: 
eason why, when su opportunity appears, an material \s this was a remodeling job and Mr. H 
= | mie -« ‘ | ] ‘ - * . , ] ; | ’ ‘ . ; 
( Dpiove SFhOuia hot seeK tha adivancement in ite, with lives 17) the house himselt, he Wwas on the 1ob Cons 
port t lor wl tion would die, and and instructed our men the way he wanted the wort 
. = or 
prog e col ercial a industrial world cease. \Ve were granted permission by the plumbing tins 
| who leaves e emplover to work for 2 to install this trap further from the vent than t 
o: 8 dit ice permits. be use he nt Ou . ie od 
, trie ; . leaves : e} ver! ‘ establish iinance permits, reCcause trie vent W suld come 
r : - . ' ’ } . : " } . ~ ? . 7) +} : 7. 
| ess ' carries with him much knowledge in front of a window in the front part ot the hou 
' Mr. Hippee objected to this, and as this was ti 
. e acquired in his former employment, and carries mi a 7 
; , io material, we did the work as he wanted it done, an 
\ i ‘ (| ial ‘ aA ‘ I I if MISTTICSS VA a‘ 4 \ i f ; 
— —_ his supervision. 
isset » WAIN ind it has never Cel lid, SO Tar as ' . , . ; qs 
' ' ; , — We thought that we would give vou this little 1 
t t f Ws that he cannot utilize this Knowledge and 11 
: { thiol is \ 1 have one to ne trouble to write it 
icquaintance Ss new em] ment j 
your swournal 
i}, , . * * ‘7 7 ‘ -_ , } ‘ hay 1, *? ’ 
i { ait  f | ii estric Lf / Per rita wWwe VCT. Wil . i] ‘ Omimon 1 . 
| : . Thomas Plumbing | 
mposes and one 1s that he cannot take the trade Tk 
: Des Moines, Iowa. John A, Thomas, 
f r¢ r< (97 hits | Tr? t ¢°>7 plove | | ist ? i¢ 11} rc) } _ 4 
i i ite ) | ? if ta 4 cyt 1s Ti 4 ‘ , Ove ’ 
\ | lrets a STO! T ha ‘ certain cases een held 
‘ vs A bone +1 P ~ le prol if ‘ ‘ << cyt trace S ¢ ets 
| the \ iT< excepts il ( scs Cass i wl ( the Cus 
~ iv« tye ~ re | STye'¢ i| ett ra is ' ‘ ‘ sale 7 
4 
) tea or cotter lirect to the co! Sue? le i al (| corte 
f - ir i | cle _ ~ evel where | the lls lai ti h yc 
r tf is to go to the seller (Other systems 
5 . " 7... ‘ . . ’ 
ye idopte vhich reverse the usual order, where Rankin, Ill—Rodeen Plumbing Co. 1s the na 
i seller goes to t vi vith his goods, and it takes new concern which has just started in business : 
ind effort to establish this new method, and ap third Avenue 
pa lv a ¢ paratively small number of people Rochester, N. \ The EK. Della Plumbing Co 
ire converted 1 this new method and become regular incorporated with a capital of $10,000. Phe incor) tors 
customers of the selles The time and effort exerted, are Ernest Della, Charles Mariconti and James M 
, ‘ ° . "- : f : r] 1? ‘ | Ti! 
" e¢ money expe cle d in culling out of a neighborhood (Quincy, Il] Harbison w \\ ilson iulil bin y w = 
or community tf S¢ ho will adopt this manner of pur- 2s. has been incorporated Wit h a Cal its il « SLO LOM 
, , Sus . ) , |) 
chase, is an investment by the man who does it, and the incorporators are J. C. Harbison, P. C. Wilson a | 
results belong to him, and the emplove who in his em- lfarbison. 


hese particular per- Onawa, Iowa.—Chase Bros. will open a plum! 


Vimnent acquires Nis knowledve oft t 
sons has no right. after the work has been done and the heating establishment in this city about March 
money expended, to go out and for himselt or some on new firm would like to receive catalogues tron 
else take advantage of the knowledge thus acquired, to and manufacturers of plumbing and heating go 
destrov the established business of his tormer employer Chicago, Ill.—Geo. A. Henrich Co. has been inc 
h would with a capital of $25,000 to conduct a steam and | ite! 


But the court cannot accede to a rule whi 


to a traveling man, who has been discharged, that he heating business. M. Frisch, of 6 North Dearbor = | 
. 





innot accept employment by another wholesale house, is at the head oft this enterprise. 
has sold goods for (Chicago, III Ben L. Kirschenbaum has 


and visit the customers to whom he 
plumbing and heating establishment at 244 Eas: rty- 


many vears, and solicit their business. The court does 
1ot believe that when all interests are consulted, 1t comes 
The ten- jobbers and manufacturers of plumbing and heat: 


> 


fth Street, and would lhke to retetve catal 


within the rule prohibiting unfair competition 


' } 














La ee 


i. » rs 
be, “*, pated 


ar 
fern 


The Health and the Wealth of a People Depend 
on Its Plumbing” 


By Dr. C. A. Harper, Madison, Wis., Sec 
retary of Wisconsin State Board of Health 


\N my judgment, no considerable number of profes- also, the consumption of hea 
sional or scientific business men can make a full suc- neglect nature’s call results 
cess of their undertakings, unless they vet together physiological tunctions of tl 
time to time in conterence, and talk over their tablishes a habit : 
us methods ot procedure, and devise ways and means constitutional diseases, now on thi 
furthering the enterprise, in which they are engaged In addition to this, th ' ( 
Spots of discouragement are wiped out by this procedure calls are not thwarted. in a ' 
a new spirit is instilled into each individual. Such a portant part in deranging t! : 
hod 1s mutually helpful, and all parties concerned are Modern plumbit 
efited. strong] cy cy rvViate 4} 4 — | 7 ’ 1, " it 
every profession or business there are trials and ind a healthier peopl lt 
tribulations. Probably vou think at times that vou have appreciation is shown in 
- ~ - i . 
T < t] an your share and would like to SWap obs. SO TO careful CO ciriera ' S 1y] ¢ { 
speak, with someone else. When we were boys the apples ind con, s of mn ’ 
ur neighbor’s orchard always tasted better than the the past in order to develop a stronger and st 
apples in our own, although they grew on the same kind longer-lived race of people 
rees. We saw our neighbor’s trees occasionally. when ; - a : 
ange The Influence of Sewer Gas. 
were at their best, and torgot the amount of labor ; : 
: Sewer vas, as a result tf imsanitaryvy plu 
owed upon such trees, because some one else Was ; ; 
, ] . lat tor ] ee! ey tT! ‘ | ‘ ? P| 
t responsible party | know a medical man who, until 
. = Come ' ‘ *\? ct . ; ‘ 
iched manhood, was a plumber. I frequently hear 
- a direct tI rmitit escapll ‘ 
sav, atter having practised medicine. that he wished , 
. ‘* ‘ 
] - 1 ‘ . . 1 . [ = 17 ij \ } if ] T ri¢ i ‘ r 
id remained a plumber I sometimes wish myself 
= , 1 ' , ’ :; thre present ft f ine escay intities of 
| [| had endeavored to take out a plumber’s license 
* . : is nas i ryTity ? T f en Ty —(€"'¢) 
the waiver act, so when the trials and tribulations ; 
' ’ result o Poul a essen tiie Litt ré tance 
eing a sanitarian made me discouraged I could engage ) ; . 
- . . . the individual, mak it ¢€a ecitrous Ca 
other profession, such as yours. Yet, after all. the bl ’ 
. . ° > owe . FAIT? ii ave iO | i| ry,art?t ’ é 
work we are engaged in has its merits. The bright spots / . 
Or constitut ! ast 1) tro! i a 
lar outnumber and outshine the dark ones ; : 
. MIprop T t | } 1 te ¢ 7 i { ‘ ] 
Plumbing as a Health Factor. 
; . . , 2 3 P - aver 18 +; -4 + if ‘ ' ; ‘ ime ’ 
It every home in the State of Wisconsin had in it good | 
a , ; ; , ‘ presence t Wey evel ! i (| Lratit 
sanitary plumbing with proper terminal disposal of the | 
4 - ] ot ‘ : 
’ 4 : °.4. . as : . a ‘ al ¢*? ) ~ i i . rLidf t } 
waste, sanitation and hygiene would be advanced to nearly _ eee 
te tat \ i} ? } “Sal Lit la ‘ 


100 per cent; our people would live longer, healthier and 
er, with the self-evident proposition that they would ree es 

certainly be wealthier. In those countries where health The Value of Septic Tanks. 

Ss COT sidered foremost, the per capita wealth is the oreat- hie eld of plut ing is vradually enl| 

est. \Vith the masses, wealth depends primarily upon the should not onlv be concerned wit thie nstallati 


ca. - . ‘ | | ] | ‘ 1 ‘ -* ‘ 7— i ++ 
healt! it the people plumbing Within 1 building, al ‘ ‘ Ca 
Phe death rate from communicable diseases 1s rapidly of SeWaLl't oOnNens a Nig het ror caretu 
leclining. This 1s due to better health laws, better ad fashioned cesspool is a monument to Ignorance 


ration ot such laws, and the education of the people relic of the Dark Ages It should be relegated 1 
in the application of preventive measures. On the other Fiji Islands for historical purposes onl! [| eptic 1 
land the death rate from the so-called “constitutional” dry well, or filter beds are the modes 
iseases, such as hardening of the arteries, Bright’s disease, should, as to installation, be underst 
lar ng of the liver, etc., is continually on the increase plumber throughout the Stat Proper! 
Many factors play a part in this. The important agencies are efficient and safe, and finally, theretore, the 1 t 
ire | | consumption, elimination and exposure, nomical 

M rn conveniences installed in homes aid in the im- The rural homes particularly are watt ti 
factor of elimination and prevent much exposure to meet these requirements. Many farmers at 


Man hature, frequently and unfortunately adapts him- action when the tacts and ftigures are properiv presente 


Sell ft nvironment. Constipation is diametrically opposed to them Mv long experience has lead me to beheve 
tO | No constipated individual can be healthy. The and firmly so, that the great masses of the people are 
‘ oned outdoor “inconveniences” are a big feature willing to advance improvements and be advised as t 
est shing the habit of constipation, especially in a methods of better living, if only the knowledge ot 
“imate like ours, during the winter months. At this time, procedure is imparted to them. 
; Plumbing is largely a health problen he propet 
\ delivered btfore the recent annual Convention of the | . | 1 P of 1 , ‘ | ' 
\s , cy’ rine or wre » Ty? —~ICrTs OT the Nnitm: . % ry11% TiC] if< 
" Master Plumbers’ Association, held in Milwaukee. gathering of waste produ » Se i) faMmMity ana 1 
Wis safe terminal dfsposition enters into the field of publi 
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iit ! t i al es Lite 
| i t if¢ ‘ the eis the T 
7 ‘ ; | 12a ‘ >? ‘ sspool 
i rr) ? ¢ rt pia ‘ (>the ~* re 
. " } ~ " ; ‘ ‘ a tc) Ii, ilt 
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‘ ‘ ‘ , ] eles , 
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i i ‘ i she t stat t ‘ 
i ') ' ‘ ale ‘ 
i , i ’ ‘ | | ’  ¢ | 
‘ " 4 ; it? 
t about f : esponde 
it \f " eT CI€@ATIVN 1 i 
a ! e healthful lines. de 
| 
ato] live 1 ( ite disad 
‘ ‘ 
i i i l Lee | if j rh) 
. | 
i ! i rt il i ad Arita to the selye 
, " i! idl i ta tO t} plun mccTS } 
' ead) 
4 ee PEt s3 
. — 
¢@ Ls . 
— ; 4 _ = ‘ 
‘ . z < ] j “ ae 7 
: - , att i , 4 7 2 ; | 
2k a : A, 
BBR) ge st 
irae 2 fet . rer a Ze 
fe eee ore (a! 
7 ee Aad SAE LEITT ‘ ¥| 
, thts Bi 
. Pitas 1 
a 7 
2 > oa a an > ss 
’ ’ ‘ Be | 4 . . . . : 
wz rijary rT lL hie any ral convention ot the Maine 
‘ , Af ' ’ 
laster P it Waterville, Me., with 
' ‘ : ' 
i irters a é — os 2 \\ Ilall 
’ e . " ‘>"> . | ’ ‘¢ . »ee ' 
be Wary wit a liti 2 ily \nnual Convention Ot the 
YWeconordaskKa Ma fer Pe RRE TGR: \ssociation, at Lincoln 
4 
N 
' , 
February 28, 1917 lhe winter meeting of the Central 
, ’ 
\s Clat it Congress Hotel, Chicago. 
4 | 
Marc! i I v1, 1 fie innual ‘) entio ot the 
‘ ‘ ; 
1 State .\ Ciat Master Plumbers, Spri 
(i. \I ’ WW Tt} hie ral Wurters at ear { olonial Hotel] 
March 12, 13 and 14, 1917 lhe twenty-second annual con 
: | , . . . 
vention of the Indiana Society ot Sanitary | ngineers, at 
Logansport, Ind 
4 | * | ’ . 
larch 183 and 14. 1917 The twenty-ninth annual con 


ven? 


1a)1 (>t thie New Y ork State Association mt Measter 


Vlumbers, at Albany, N. Y., with headquarters at the Ten 
V< k Hiotel 
Mav 7 and 8. 1917.—The annual convention of the 


Nentucky State \ssociation ot Master Plumbers, at 
Paducah, Ky 
May 9 and 10, 1917 


tional Pipe and Supplies Association, in Philadelphia, with 


The annual convention of the Na- 


headquarters at the Bellevue-Stratford Hotel. 
May 15, 16 and 17, 1917.—The sixteenth annual conven- 
tion of the New Jersey State Association of Master 
Plumbers, at Jersey City, N. J., the sessions to be held 
in the Elks Hall 
June 12-15, 1917 


National District Heating Association at Detroit, Mich., 


Che Ninth Annual Convention of the 
with headquarters at Hotel Pontchartrain. 


Missouri Master Plumbers to Meet at Springfield, Mo. 

The Missouri: State Association ot Master Plumbers 
will hold its annual convention at Springheld, Mo., on 
Monday and Tuesday, March 12 and 13, 1917, and the 
Colonial Hotel has been selected as headquarters he 
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\. A. Zertanna, of St. Louts, Mo., president of the 

















* eee. 
es ees 
| } " 1 ' 
Lod, O | Huston has purchased (¢ S 
| ’ ? ] ] ’ ; ‘ 906) + 
} 17} ‘3 ~ fa i { | ‘ ISTE SS i 
stand 
4 | 
fargo, N |) Wills 1. Sine is sold | 
| ' 4 . 
' y ified ne afi? ’ i) Semen if > 1%) t’¢ iclw 11 to | i }? 


Wabasha, Mint lohn Moser has sold his pl 
\ Lombard, ot Lake City Phe ti 
vill take place March Ist 

Marshall, Mo—Frank Dunleavy has sold his plu 


and heatine business to Havob & Caldwell, a new 


MHuUsiness tO | 


which has just been tormed by two ot his emplTov 


Rochester, N. \ fhe plumbing and heating t 
lk vsvogel & Hanson has been dissolved, Ralph Ha 
purchasing his partner's interest Mr. Hanson wil 


tinue the business under his own name at the old 
O32 West Main Street 

Baraboo, Wis.—C. L. Welch has purchased a 
terest in the plumbing business ot his’ brother, 
Welch, and the business will hereatter be known 
the name of the Welch Plumbine & Heating ¢ 
new company has bought the plumbing business 
ward Schadde, including his stock, which will be re 
to the company’s new place of business on Fourth 
lt is Mr. Schadde’s intention to locate at Crescent 


where he plans to engage in the plumbing business 








1 Contracts . 


! Awarded’ 


\shland., la lohn | Lauer has secured the 




















tor the installation of a heating svstem in t 





Portner Building, at Shenandoah. 

Peoria, I1L—J. M. Shea & Co. have been awar 
ontract for the remodeling ot the heating s\ 
the Peoria High School Building 

Wvyoming, Pa.—Charles Pancoast & Son have 


the contract tor the installation ot heating and 





ing systems in four large buildings in this city 
Syracuse, N. Y.—Sullivan & Griftin, of 931 Or; laga 

County Savings Bank Building, have been awa 

contract tor the installation of up-to-date plu: 

the Delaware school. The contract amounts to $10.00 
New York, N. Y.—lJohn C. Williams, Inc. 

Woolworth Building, has been awarded the cont 

the installation of two separate heating systen 

buildings at 16 and 18 Beekman Street, owned by 

M. Eyland and Ed. Fk. Sutton, respectively. 
Philadelphia, Pa—lKlynn & Love have sec 

contract for the tnstallation of an up-to-date | ns 





system in the Pathological Laboratory at t! 











delphia General Hospital. The contract an 





$8.964. William Anderson secured the contrac! f 





heating installation on his bid of $21,357. fz 
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Among the Wholesalers 


and M anufacture rs 


WILL MANUFACTURE HEATING BOILERS. H. MUELLER MFG. CO”’S PLANT OFFERED TO 
UNITED STATES IN CASE OF WAR 


fhe Phelps Boiler Corporation, of New 


York Coty _ 
incorporated with a capital of $50,000 ’ Lt \i | , 
. | ‘ } he | ‘ | 
ise heating boulers lhe imecorporators are H t |) 
iter, ( » Ashley and |). J Dowling i! 


MOLINE HEAT OPENS NEW BRANCH OFFICE. 


ie Minti Seas. of Moline. 10. beac isat ancned a. now LEHNERT & CO. ENLARGE PLANT 


' 1 ( 
nch ottce at 40 eader-N\ews Briualdin yr ir eland 
| 
11} charve Ol Harry B Repp 
t <i ( 
ee! , " a“ . . i! 
TRANE CO.’S CHICAGO OFFICE MOVED. - 
| . burl 
ie [Trane Co., ot La Crosse, Wis... has recently re 


ved its Chicago oftice from 14 East Jackson Boule vara wad 
West Jackson Boulevard, second floor Phe oth 
charge of George W. Hair SPEAKMAN SUPPLY & PIPE CO.’S SUPPLY 
HOUSE IN NEW QUARTERS. 
K. C. FLASHING & DRAIN CO. IN NEW 
QUARTERS. The Speakman Supply & , Viln 


VV Titi 
as ef 
Kansas City Flashing & Drain Co., of Kansas t Sf LI 
(itv, Mo... has moved its business trom 1433 Main Street nent Y 
iia Oak street. Phe omcers of t hie company are located ft s0% V1 
Lleinkel, Louis N. Geiss and Wilham Godby Manavement tr |. 


WILL BUILD NEW FOUNDRY. AHRENS & OTT MFG. CO. PURCHASES THE 


BUSINESS OF J.. M. RUMSEY MFG. CO 


e lsinpire Brass Mte. Co., of Cleveland. ©.. ha rust 


i, a.» eo 
out a permit tor the construction of a_ $10,000 The A a 3 \I 
brick and steel toundry to be constructed at 10201 Berea “st ant 
Road, N. W., in that city. R aims \li 


TO MANUFACTURE COMBINATION BOILER AND 


( becal ‘7? \I 
GAS WATER HEATERS. rhe bu in te Ml 
| Peerless Range Boiler Corporation, which was re will continue it without 
ent] formed, has taken over the “Peerless” patent acvement of tlari } Purckhbardt l | 
and opened headquarters at 10s South | Sall some time to cots remiatt a OR oOresenl 
tre ( hicago Race N. Walt. who has been identified North Second Street. St. | 5. M 


he combination boiler and vas water heater busj 


a 


number of vears, has been made general man FRANKLIN BRASS MFG. CO., INC., INCREASES 
the new corporation ITS CAPITAL STOCK. 


THE KNOTT MFG. CO’S ANNUAL MEETING. he Franklin Brass Mtge. Co, Ine, of Philad 


an L, 
has ) Ca «| ( Lt £7 O0 7 
nott Mtg. _ ., of Tell City, Ind., held its annual larver quart ft ' ‘; 
last week and elected the following officers for city ie thee moor location the Concern will vid 
the ensuing year President. Walter F. Huthsteiner: mately 5,000 square feet of floor space, and ) 
sident. Fred Kreisle: treasurer. Charles Founier: nue abetee thint enliviont. abit om 
secretary lacob Zoercher, These officers and the fol mstalled to inerease the capacity. of | 
7 rentlemen will serve as directors: Frank Kasper, extent Che officers of the compa a ? | 
' Obrecht and Charles F. Herman. The genera! (;. Hirst, president Wim | Cooley. Ce-p 
ay of the company is Paul R. Bishop, who has been George Wurstnet _ , ee (9 Oe, 
— | with the concern since it moved to Tell City tary 
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THE FEBRUARY MEETING OF EASTERN PENN. 
SYLVANIA CHAPTER OF A. S. H. & V. E. 


laste i ¢ I viva if ipter of the Amer im OOo 
Hea Ventila Engineers held its reg 
‘ : | } , lay ¢ ergy leg rulary xt hy 
| f i peake! t the eve i] vas ( iries 
Avni , lent of the s Selliu (o., of Phal 
\f lestad s% 


FEBRUARY MEETING OF ILLINOIS CHAPTER OF 
A. S. H. & V. E. POSTPONED. 


Phe Ubu (hapter of the \merican Society of Heat 


ntilating Engineers has postponed its monthly 


fit ‘ oT ? thre Tact that | Postle. 
| 
t ‘ { i { | 7 Ve filati 7 yl ls tro ic 
' ' ' 
rs ; , i } ; , cy? rhe ry ‘ iris thy 


iff i if { | bday tmedag la held ts 
i il tiy il \\ lt ! to Del il vl ic] 
, P ] a] ‘ t “ ere el ri i roor Tre suing vea>’r 
Richar Schwoerer, Toseph Lancroft, | |. ( \trica 
, { “Sf ¢ " Ll. (sate Richard ( Si hwoerer, 
vho ha ween at the head of the company for the last 
t} ree yea;rs Vial T¢ lected pre sraent and treasurer 
llowa {sa elected vice president and secre- 
tary, and he was also appointed general manager Presi 


, , , , , 
lent Schwoerer reported that the company had enjoyed 
i most uccesstul vear and made substantial progress 
eit stockholders attending the mectinyg expre ssed their 


itieation with the administration ot Greneral Manager 


| | 
(sates and tendered him a frisit vote of thanks, as well 
| 
is clecti hat sa memobpet f the board ot directors, as 
tated al vi‘ 


EASTERN TRADE GOLF ASSOCIATION IN _ IN- 
DOOR TOURNAMENT. 


fhe second mid-winter tournament ot the Easter 
' ' } ‘ : 
frade Golt Association was held on the indoor course 


(siambel Brothers Store in New York City on luesday, 


february 6th, and proved an atternoon ot real enjoyment 
‘ | 1 - 
the nineteen players and several gallery onlookers 


fhouvh it would require a long stretch ot the imagination 


compare the miniature course with Pinehurst tor win- 


purposes, the ¢ irpeted held with its mn renirously 


hesides 


arranged hazards turnished plenty of amusement, 
<cellent putting practice tacilities 

laved. Thi 
rst two constituted an eighteen hole, medal play handi- 
‘The third 


‘ ’ ' ’ 
hree rounds ot the nine-hole course were p 


cap, tor which there were seven prizes offered 
round determined the winners in a tour-ball foursome 
Captain J. Barton Garfield took first prize in the hand 
cap with a 65 \\ l. 
lames A. Donnelly, tourth; R. |. Potts, 


Seward, sixth: and D. H., 


lohnson, second; R. B. Hunt, third; 
fifth: P. H 
Roney, seventh. 
The successtul ones in the toursome were lTrank K 
Chew and G. W. Pierpont, first: L. S. Rothwell and FE. S 
hortner, second, and M. Scott and H. R. Dillon, third 
fhe prizes were orders tor goods on Gimbel Brothers’ 
Store and were presented at the dinner, which was en- 
ioved at the Building Trades Club 


The scores tollow herewith 
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Eighteen Hole, Medal Play Handicap. 


(;ross fdcap 
A Doonnell Sh 4 
J. KH. Garfield 65 ‘) 
R. T. Potts s4 t) 
W. H. Staples 4) 5 
} a (“hew pit) 14 
(>. (s. Schmidt YS ll 
(3. W Pierpont SS ri 
I. S. Rothwell 9 6 
KE. S. Kortner 105 
H. R. Dillon S7 12 
W. M. Cosgrove 11] 1 
I> H. Rones at 5 
R. B. Hunt KZ 6 
W. TT. Gilmoui 105 7 
\I be (‘onran 106 * 
VA lL. Johnson ra > 
i Seward an +} 
I’? M. Beecher sy r 
(>. M. Seott Qi) rs 
Foursome. 
(;ross Hadcap 
Seward tenes hier ft) t) 
Staples--bPotts 33 D 
Rothwell-Bortne! 30 
(hew-Pierpont ou 7 
Johnson-Rothwell 44 5 
Scott-Liillon 2 f} 
Scott-Coszrove + 5 
(‘onran-Grlmour 37 ri 
Donnelly -CGiarfield Bib ‘) 
Hiunt-Roney bo “ 
(hew-Schmidt 6 10 


ANNUAL MEETING OF THE SANITARY POT. 
TERY SALESMEN’S ASSOCIATION. 


fhe Sanitary Pottery Salesmen’s Association hel rs 
annual meeting in Trenton, N. J., on Friday evening, 
ruarv 2d \t the conclusion ot the regular routin: 
busimess matters the following ofheers were elected r 
the ensuing term President, Frederic D. Miller, of the 
Camden, N. J 


Nelson Kise, ot the Trenton Potteries Co., Trenton, N. | 


(Camden Pottery Co vice-presiden! 


and secretary-treasurer, George G. Dyer, Trenton, N_ |] 
\fter tormal induction into office, President Mille: 
pointed the various committees necessary for the 
A vote of thanks 


was then tendered to Retiring President L. A. Kelly, of 


duct ot the business of the association 


the Thomas Maddock’s Sons Co., Trenton, in apprec 
ot his tireless efforts to promote the welfare otf the 





association, which undoubtedly is doing a large an it 
of good in the trade. All present declared to hav: 
joyved a good time during the evening. 
BUILDING OPERATIONS FOR JANUARY. 
An 11 per cent increase in the total estimated « it 


buildings, permits for which were issued in Janua: 
105 principal citites of the country, must be. regarded as 
an altogether favorable index to business in. construct 
work, the comparison being made with January last 

The number of permits 1s 14,227, which compares 
13,379 for January, 1916, an increase of 6 per cent \S- 


suming the average size of the structures to be th: 





as last vear, the gain in volume its thus seen to b: Ti 
up in part in the increased number of buildings 
art in the increased cost ot building, as compared 


vear avo No doubt both factors exist in the stat: 












There have been some additional advances in the es 
of building material during January and the rel ly 
high costs have no doubt induced some pros} tie 
builders to delay actual work temporarily. The 
volume of construction work seems to represent 7 rge 
measure that for which there is urgent need. An that 
work of that description exceeds by a very su! ial 
margin the entire operations of a year ago besp an 
expanding volume otf general business. 





The actual official figures for these permits, ts; 





105 cities in January, as received by the “America 
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; "gs ( hicago total S55.910. 40. a5 ( mpare | with ' 
190,041 tor January, 1916 There is the usual diversity 
the individual showings, 61 of the cities showing edins | 
14 losses in the comparison Both New York and ' ie 
avo enter the new vyvear ata slackened pace Mut many littal rs , 
the other larger cities are breaking the earli ecord Prune 
detailed statement follows (Quit NI 
head 
J I bear i? bic j 
41h I er. N. ¥ 
(ity ‘ t (‘ost (} Ios Ss " \1 ; 
host ited estimated Per Cent Salt Lake | 
nm. tdhio ‘ En 7h z sX 4 4 Siu [ dis 
iny, N. ¥ l Pu San Fy ' 
town, l’a {} . ! ‘ Ii ‘ ( 
ona, Pa. 1.0u8 1 GS O92 Savannal 
imntic (ity, N. J 1» 74) _ ry weehe at ‘ 
irn, N. Y¥ 14.900 > Can 14 Son tt 4 
more, Md, . Lim .o19 48.910 1s Sjiounx Cit low 
nne, N. J OHls | Hs i4 South be 
elev, Cal 140.950 “4 () 1] Spokane VA 
hamton, N. Y 145.69 r4“trd |") Springtield | 
ningham, Ala. 123.515 O79 61] F Springetield, M 
I mn, Mass., and vicinits 7.375.000 1 300.000 iI St. Josep Mo 
} report, (*onn PSO? 60 599 976 “4 ~f Lao \1 
ton Mass IF DO 450 Pa St. Paul, Mit 
110) N Y yA Hane) 1 (yi) {4 Stockto { 
nm, Ohio 138,250 71.725 Te Superior \\ 
(¢ ! Rapids, lowa PS 000) 67.000 . SVracuse N. } i 
tanoogra, Tenn We NTO 66.290 9 bacoma \' 
go, Ill 1 SO7.700 S. 118.200 ‘1 Terre Haut Ind 
nnati, (ohio HOG TOS 14 LO5 roleds {oF ; 
and, Ohio 1.389.240 1 G00. 895 12 Topeka, Kat 
ido Springs, Colo 62.595 11 G86 pO9 irento N. o@ 
bus, Ohio 137.010 98 415 , Troy, N. % 
[) ;, Tex 607.477 71.630 1] i‘tica, N. ¥ 
Davenport, Iowa 13.655 27,579 Wichita, Kk | 
Wilminetor 1) ( 


|) . Ohio 


























rr r. Colo 46 340) 141,268 é 
Des Moines, Towa 42,967 115,645 114) Youngstown, ©1 tro, S48 
Detroit, Mich 3 con, 00 Loe9.410 63 Tota ‘ ’ 
Duluth, Minn. 96 OD 113,733 15 
East Orange, N. J 105.422 9 955 76 ses sees 
East St. Louis, III 27,025 5.885 359 1 
Klizabeth, N. J 16,630 155,08 87 — 
Erie, Pa | 194,380 116,171 67 COrsona —, 
Mvansville, Ind. 94,255 S1,S862 196 ements 
Fort Wayne, Ind. H2,250 64,250 0 ad ‘i 
Fort Worth, Tex 97,986 91,133 7 Oo C F. 
Grand Rapids, Mich 205 O85 118,455 v9 ee ' nN 10n 
Hartford, (Conn 1.600.087 230.9148 57a | . +e. 
Haverhill, Mass, 11,300 0,200 f4 
Hoboken. N. j 2. 490 15 G25 21 W. Sanborn, manufacturer 
Indianapolis, Ind 376,995 342,910 10 suite of othces the McCormi 
Jacksonville, Fla. 66,012 123,790 17 E. E. McNair. general manavet 
Kansas Citv. Kans 77,230 23,950 207 Cans Rad} r Cor ti 
Kansas City, Mo 756.950 44.575 70 EES HAGOF OFporath | 
Linco! Nebr 94 855 53.045 ro through (hicavo thi wee } i 
los Angeles, Cal 1,709,235 1,478,724 L1s J. Bo Bernhars manager « t 
Louisy ~s Ky SS,100 178,980 ol the Kana \' h i Mi CO OT { hat | 
Manchester. N. H 53.120 50.684 , 1 4.1 , : - 
Men Tenn 268 S50 186.800 14 | hilade iphnia tast WOCCK ind calle (| 
Milwaukee, Wis 298,137 2,482,792 88 triends in the trad 
Minneapolis, Minn 263,485 586,340 55 M. |. Flood, formerly represe 
Montgomery, Ala. 9,400 97,399 83 Supply Co., of Columbus, ©. ha 
News N. J 508,195 259,362 41 a ae 
New Bedford. Maas 26 200 204.770 89 torce ot the Bailey-Farrell M 
New Britain, Conn 10,790 89,760 54 He will cover Ohio territory for tl 
New Haven, Conn 165,855 675,068 75 FF. H. Bishop, formerly connes 
New ins, La 127,939 146,909 13 Burnham Co., of Irvingto 
‘ew York City, N. Y.: 
Bon Manhattan 5,915,005 5,710,019 ton as manager of the plumbing 
Bo rronyx 817.397 1.861.158 4 of the Llawke ye Supply LO tf Mas 
en rei 2 346, 507 2 019.3423 99 | “3 I”? Was 7 scinaeiadbis ' 
ort Richmond 21,910 106,101 Lao Oo Philadelphia a Faas TECMT RC! 
‘T 9 301.149 10.689.621] 13 \\ est pot tS Vii also Lite f 
a Is, N. Y Li ,2oo 12,225 59 oft the Ohio State Associat f 
122.542 148,222 17 eek wale ek Menkes £5 
. 132,974 248,408 74 : 
ity, Okla 137,345 103,250 33 red Lathrop, manag rt the 
| 192.835 177,275 q Youngstown Sheet & Tube Co 
| 112,874 77,882 45 Pa Ee Pag ee ee eae 
| 63,385 13,280 16 
: j KS 382 141.788 8 Purchas \gents 1} Phi M 
"_ 107,280 116,900 8 [Iron and Steel Pipe,” on ‘Tuesda 














rations 


| 


THE “FAMOUS” WATER CLOSET FLUSH VALVE 


t flush valve, manutactured 
Main (Center Streets, Spring! 
market under the t 
mducing this valve t 
- designed t 
end base that 
shut-off 


ow! lt d 


{i 


adjustable 


gradual of 
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sil ed 
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Advertising Helps That Increa 


OUR share of 
y the S OT ng 
. Water Heater 
business will be 
much greater if you 
are ready to meet the 
demand with the 


HOFFMAN 











Size “ 
28” «x20 Line 
ein ond —the heater 
oa that wants the 
Plumber's 
business 
Your Success 
Is Our Success 
We not only help you to advertise, but furnish the kind of 
heaters that build up your reputation. 
The above Display Sign is a part of our co-operative plan to help you increase your 
business. It was prepared especially for the Master Plumber to be used on buildings 






where Hoffman Heaters are installed and will be sent complete (your name and ad- 


dress inserted) FREE OF CHARGE for the asking. 


Write today before you forget it. Costs only a 
postage stamp and may mean many dollars to you. 


The Hoffman Heater Compar 


BRANCHES IN 
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Reasons Why Plumbers Should 
Handle and Install 


OFFMA\\\ 


Automatic—lInstantaneous 


Water Heaters 


They have outclassed all other heaters 
for service, economy and durability—the 
essential points that interest your cus- 
tomer and bring repeat orders. 


The HOFFMAN is simplest in con- 
struction—has only half as many working 
parts as other heaters. 





Costs Less—Does More 


Our new Improved Thermostat acts on 
the Water Valve instead of on the gas 
valve—a feature exclusive with the 
HOFFMAN. This principle simplifies 
and assures perfect operation under all or- 
dinary conditions. 


The name “HOFFMAN” is known 
from Coast to Coast as the standard of 
perfection in water heater efficiency. 


With our increased capacity, we are in 
position to make prompt shipments on all 
orders, large or small. 


Write for Circulars, Prices 





Lorain 


LARGE CITIES 























and Discounts 





Ohio 









% when writing advertisers. 
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He atin g C ontractors  — sills? 
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Illinois 
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Chicago and Vicinity 
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hye I7s West mdok Street 
‘ 
4 " seater ot tort ; P 1] a | taear ort ‘ ‘ 
i tlid i 
; , = ? lelery ? ’ ’ , 
] ft ; | iti ‘> ' ft "4 ‘ 
- ‘ ‘ 
i? : . » codo0) ? rs. af {hwo Street ‘ 


' i) ? ty ] si) ? isalle sSireet ary! 
tall ' ‘ ] i | ritaris | lant te ‘ unit t 
ib cost Pe TED SPUN { Vivimou ( ourt hie if 
ire t f ‘ tal tiie heat Sytsen) 
VN sblaas 2219 South State Street, has re 
. contract for i tactor tO 
" . ~ _f) €)090) ’ >, tH) VWoest 19 
, ge? 
‘ ‘ } { } 1s | i<Tf 2PnGl street 
the 1 , syste » 260.000 additior 
, 
. 2 ’ : MO yrinastul to be uit at 2oOf 











’ ‘ 4 } 
i . Va bie it Tis { ’ I } ‘\ rt , lark Stree 
2 re ‘ ‘ ‘ : ‘ " ‘ " , ‘ ‘ sta ate cy? 7 ‘ his " 
] } 
at a fT rfiv-Ttat pmaf4»rt et I ~ f Try Tye } 
’ ‘ ~ 
t a st rf 100.000 on Lake l’ar} \venue, near 3jt 
~wtry ; 
‘ " 
‘ \ \ i taf perv AVvetiu [oe Foeae 
’ ; ? ’ ? ’ ; ‘ 1} ? , , ‘ 
‘ i <i tia T t { ¢f ‘ ~ i i) ‘> 
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e erected at a cost of $30,000, at 2341-43 Stat 


‘ 


Street has been awarded to fb \\ Farwell, of 410 she 


Tl. J. Daly, of 408 Wells Street, will install the plu: 


me in four bleaching plant, to be built at a cost 
450,000, at 27th and Lincoln Streets The heating cor 
t . , - _-. | 
tract went to George H. Kirk. of 6711 Wentworth Avenu 
| | 
; ’ 


\ratz, of 133 Washington Street, has secure 
the plumbing contract for a twenty-four flat apartme: 
huilding, to be erected at a cost of $65,000, at 3934-5> 
Keeler \venue 


i | }? Rever Ww (Oo... of ro 14 Lake ark Avenue. wil 


install the plumbing and heating systems in a_ thre 
story apartment building. to be erected atl a cost f 


$45,000, at 5484-86 Blackstone \venue 

Jones & Jacobi Co., 426 Plymouth Street, have be: 
awarded the contract for the installation of the plum 
‘no in an $80.000 addition to a manufacturing buildi 
H7-25 West Ohio Street. 
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J. J. Wade & Sons Co,, of 551 Fulton Street, wi 


stall thre plumbing 11 a store building, to he erecte 
it a cost of $125,000, at 315-17 South State Street Me! 


ring & Hanson Co.. 118 North Franklin Street. will insta 


Ralph Lott. of the Lott Heating & Plumbing | 


’ 11 . — } -9 1] 
orre St, Hii.. Was a recent visitor in ( hicago and called 


I) Brownell. vice-president of the Illinois Mast 


Mlumbers’ Association, who is connected with the R 


liable Plumbing & Heatu Co.. of Champaign. was 


a o_o, 
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re taker to Chicago, her h , it efore moving 
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Indianapolis and Vicinity. 
lreyn Bros., of 31 West Michigan Street, Indianapolis 
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- 1] .. vi 
WmStali a heating sVsten im) othe tWwo-story vara 
! 1) 1 ; wer : , 
ich the Realtors bul ye Co, is erecting at Elevent!] 


nd Illinois Streets. 
fhe Cotton & Wiebke Co., of 1720 East Tenth Street. 
re ] h; } ge?) ' if ? j hy go 7 ’ +} re ; 
Manapotis, las een awarded the contract tot le PUM 
y and heating in the new auto sales rooms that the Wild 
ick { Ompany is erecting at Meridian and St. Joe Streets 
\. |. McKinley, of 842 Seventh Street, South Bend. will 
? ’ ‘ ir 5 . ] ] 77? ‘ ' , 
he plumbing and heating in Mrs. V. A. Wort 


w two-story double house on Marquette Avenue 


(. H. Warner, of South Bend, will soon open a plumb 


establishment in Mishawaka 


Willham Bloomtield, of 417 Vine Street, Evansville, has 
contract tor the plumbing in the Standard QOjl Co.'s 
rvice station at the southwest corner of the Court Hlouse 
Square 
Vheriac & Alliger, of 1010 Main Street, Vincennes, were 
successful bidders for the plumbing and heating con- 
icts for William Duesterbere’s new residence at Third 
d Main Streets 
fhe contract for the heating and plumbing in the new 
sidence, being erected by Hiuvo Rothert, at Huntinetor 
is awarded to Victor Knauth, 215 Busseron§ Street, 
ncennes, 
\ new plumbing ordinance 1s being prepared at Goshen, 
| ] 


in all probability will be passed at the next meeting 


the Goshen city council 


= ow York 


New York City and Vicinity. 
Hf. B. Devoe, ot 109 West Eightyv-third Street, Man 














ittan, has been awarded the plumbing contract on the 
v” office building of the Consolidated Gas Co., located 
West Fifty-seventh Street. Baker, Smith & Co. will 

the heating work 

smith Bros. Plumbing Co., of Far Rockaway, L. I 


is secured the contract for ie plumbine work in the 


- . ‘ . , | 
ishoro Gaas & Electric (o's new power house, on 


\ ton street. 


" ‘1 \ | : 7 - - 
s ©. Farrell, of White Plains, will install plumb 
na }, AtINE tae | 7? +1) |. rT z« a 1,1’ 7 (‘Tr f° re +) 
il MiCattil Me a i ¢ iis il LiZVCT AIC § new Yat ave, oti 
. Street 

I ivller ras Propte ’ a Floyve street Brooklyy: 

7 4 7 ° 7 » 
secured the plumbing contract on Obermeyer & 


an s new storace uitd ng?, at Ko rest All Nol] 


no ina new $15,000 residence on Decatur Street. 


set, tor L. B. MeGnuure 
’ 
Levit | East 110th Street, Manhattan, ha 
1 ’ 
, ict t 7 } ‘ mit ’ ry oy ‘ rk 17 i — F ) i ‘ ‘ ime 











Pumps 





7 
‘ ] r¢ i 
' ' 
t | 14 (ory? i 
t | ~ y th) ’ " S ; 
il] attes 
A 1 
t. ™ st \ 


Write for Bulletin and Prices. 


Flint & Walling Mfg. Co. 


Kendallville, 


Indiana 

















Mechanically Perfect 


That's why the Stickle Special 
Radiator Valve gives perfect serv 
' ry TarHinltn he ory 






Sn Gel Val 


Positively 
Nouseless 
in operation 


Open fi, 






if \ il 5 
wide open when steam is 
turned on and remains so 
until water ceases to flow, 
then closes instantly. 

Sectional View (Cannot clog 


By its quick action and automatic seal, 
it 1s easy to maintain a vacuum at all 
times 

Worth vour while to investigate. 

: 7 

Write tor more details 


: ‘ 
+44 asrrarst  * 
Miar set ire q IY 


Open Coil Heater & 
Purifier Company 


502 S. Pennsylvania Street 
Indianapolis, Indiana 


Boston, Philadelphia, 


97 Haverhill Street The Bourse 
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; . * 
Blest & Emory, of 488 Gates Avenue, Brooklyn, 


| ’ * 
install the heating system in a new $200,000 apartme 











! : ; " 4 | 
ulding, on Livingston Street, tor Wolfinger & |] 
bye Ty 
’ « o '- 4 te } . ' . , a6 
{ ATOIAT! Ww { revan, (rT yf.) j lit ¢] \ve nwuc. Mian! aA i 
. have secured the contract tor the installation of plun 
1 ’ ? | } 1.1} ? + +h, lJ 
! i eating Worr ! tne ew aadaaition to tne ] 


STAND THE TEST OF TIME Mig. Co's factors at Rahway, N. J. 


McQOutllen & Chave. ot 532 West [Twentyv-second Stre: 
~ 





Manhattan, have secured the heating contract on tl} 
“B & C” Floor and addition to Bertram Borden’s residence, at Oceanic, N 
Ceiling Plates are made Other Cities in the State. 
of best materials, by M. Rice Plumbing Co., of 206 Hudson Avenue, Roc! 
skilled workmen. ter, will do the plumbir rinanew store and oftice bu 
ing on East Main Street, for M. M. Josephs M. Wolte 
No. 3 will install the heating system 


lohn R. Walsh. ot 319 Montgomery Street. Svracu 


Easy to has the contract for the plumbing work in the K. of | 
install. Can Uniform Lodge building at James and State Streets 
be put on in size and \. D. Benedict, of 1027 South Salina Street, Syracus 
after work quality will install the heating system in a new residence « 
is finished Philip Wilhelm 


( ourt Street tor Nilip 


No 10 . } e 


Once on the job, they 
are there to stay. ' 
Neat looking (sive a 
pleasing, finished = ap 
pearance . 
Always satisfactory. 
Iry them on = your 
present contract-—you ll 
No. 7 


like them 





{ hippewa Tumbineg Co.., Ine : of Ruttalo. will mista 


the plumbing work in Joseph Cohn’s garage addition 
Delevan Avenue 

W. B. Goldie & Co., of 274 James Street, Syracus 
have secured the plumbing contract on a new busine 
block on Washington Street for the Svracuse News ¢ 


(;roup & Sons, ot 607 North Salina Street, will do tl! 





heating work 
Elfield & Hartshorn, of Niagara Falls, will install ¢t 
THE BEATON & CORBIN MFG. CO. plumbing work in five new buildings at the Titanium .\) 
The Old Original Company loy Mtg. Co.’s plant at Sugar and Latavette Streets. 
SOUTHINGTON, CONN. lames Cummings, of Canandaigua, will make the plum 
ing installation in the New Wesleyan Methodist Chur: 




















enseeueg 


a hl etalalleladieletelehaielachehhdihetada SeesenenneTeTerS peewee eEeCPAEDORTEOESERERSEET ERED TSAAETTEREEEDRERAERODOO DR ONOD SEI SEDE RSET L DENT TROOP ESTE SENT ETT NS i | serce Shane. ‘ f 230 West { ‘astle St reeft, Svracuse. ha 
" pearceaneceecees epacete 4 ence? © o 
: s EF 


System No 2929 


the contract for plumbing work in the Delaware Str 
Baptist Church building and Sunday School addition 
Standard Heating & Plumbing Co., of Little Falls, 
do the heating work in the parish house addition of 5S: 
Mary’s Church at John and Main Streets. 
EK. PP. Burns, of 10 Winnitkee Avenue, Poughkeeps: 
will do the plumbing work in connection with the 1 
modeling of the City Hall. 





New dersey 


Camden Master Plumbers’ Annual Meeting. 
[he Master Plumbers’ Association, of Camden, he! 


ntl. LL Lek Le 





insures . plentiful 
supply of water from 
== wells up to 300 feet 
ep. Should the en- 


power fall, hand its annual meeting on Tuesday evening, February 6: 





: operation is possit le 


electing the following officers for the ensuing yea 











President, Lionel ¢ Simpson, vice president, Frank 
/immerman; secretary, Clarence M. Scull; treasur: 


Iernest F. Simpson; trustee for two years, Louis 





Riegert; trustee tor one year, Harold L. Snyder 





reeceent 


\fter the installation of officers, a very enthusia 
meeting was held, and plans formulated for an act 


administration of the business and social affairs of 


Hydro-Pneumatic Water Systems 


Peeeete Peed! PeeET TELE 
eetoeeaenceseceeeteieaee 


association for the year. The newly elected presid: 
1 Are complete lescribed in our booklet “Dem : Lionel ©. Simpson, made a briet address \fter outh 
+ ing Water Supply Systems.” if a : the important part the master plumbers are called 

: omg on ; = me iagpee oor : to perform in the science of sanitary engineerin: 


safeocuard the health of the nation. he said: “Plum! 





sreceeregas 


in its development is a science upon which is depend 


The Deming Company, Salem, Ohio 


erepreccacecs 


in large measure, the comfort and welfare of our na 


SES: ag ? 
GENERAL OISTRIGUTING NOWSs lt mav be defined as the art of installing sanitary, 

















== wenion & Hubbell, Chicago. Harris Pump & Supply Co., Pittsburgh. =: get , : : , 

22 Root, Neal & Co., Buffalo, N. Y. Ralph 8. Carter Co.. New York City. =: tems in buildings tor the purposes of water suppi\ 

: ss sceerevestse SURREOEDESESESR LED EPORDEDGGDEE LC ORERREDTORNORERGT? eosneante Fi draina ve | ndu Sf rial pr rt’ res + ha + W Té pent ht man \ 
i 
q 
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vations 17} every dire: ton, hut Pldprie have hee 1) more PS aa iii HP ERUHATIHEE shite ; i if ; ; fit} PTs} a 
. . , ‘ . - = 
marked than in the plumbing trade. [he devising of 


methods tor the ready manipulation of the harder metals 


the pertection otf effective plumbing fixtures and the ad- 
ent ot high structures, with the resultine demand for 
special devices and methods of installation. are a few of the 


' 


more important tactors that have united to so revolu 


SPSHHUUAEDHRTARNY PROLOG HEFTY IPPHE PED A HADRON ET? 
hilt | Ae } TREE Pa 


tionize methods and apphances that the trade of today 
as but little in common with that of even a (juarter ol 
i century ayo. 

“Sanitation in its constantly increasing importance has 


aterially widened the scope and activity of the master 


PHT Leib 


1} 


tinal 


plumber as a practical sanitarian lhe great advance 
ent in this science is largely the result of the research 


vork conducted by the National Association of Master 


HUT 


Vlumbers through its sanitary committees, and the in 
entive skill of its members in designing modern types 


ixtures and applances, and devising methods of in 


He ad 


tallation to keep pace with the changes in building con- 





truction. In this age of discovery, invention, agita 
oT} and CO operation, opportunity tor provress in every = , beiy » het » 4 h 


eld is far greater than when men tailed to identify 


; : 7 
Cir particular interest with tnose Ot then tellow == 

irkers No longer is plumbing construction a matter = ~ 
interest to the artisan alone nm 2a subject com = , a a 


inding careful attention in medical and architectural 


rcles as well The natural result of this combined 


HHI 
HHH 


ndeavor has been evidenced in the replacement of old 


iii} 
ii 


stems and theories by new and improved conditions 


SPEAKMAN Suppty AND Pipe Co. 


RIVERVIEW WORKS 
WILMINGTON. DELAWARE 


.s our first interests lhe in the promotion of health, it 1s 


possible to estimate the extent of sanitary benefits 





vhich master plumbers have conterred upon American 
ilization.” = 
Newark and Vicinity. : | ; 


‘ami 7 : . Ou uu 
Reniamin Cohen. of 89 Broome Street. Newark, will 





the plumbing in the Empire Bottling Co.’s garage and 





inufacturing building on Jeliff Avenue. Herman Schae- 
will install the heating system P rf i nc 
errormance | 


lohn L. Reid, 356 Mulberry Street, Newark, has the 


tract for the neating work in the new $500,000 station 


the Central New Jersey R. BR., on Broad Street Most met 
William Hollenschlager, of 34 Waverly Avenue, Newark, _ 

will install the heating work in FF. W. Woolworth Co.'s then 3 t 

store building at 395-7 Springfield Avenue senj. Cohen ast whicl 

has the plumbing contract . © | 
Kraus Bros., of East Orange, will do the plumbing and ia M 

heating work in a new garage building on Hanan Place ‘ 

tor A. M. Rustum. : 

Other Cities in the State. Sh a . 


lugh J. Gillin, of 109 Carlisle Avenue, Paterson, will what we have done. 
tall the plumbing and heating systems in the new con- 





that counts 

building of St. Bonaventure’s Church at Danforth 

| : Judge the 
il Ramsey Streets. : 

| \ 4 


V. Dorsey, of Perth Amboy, has the contract for Lavigne Packless Quick-Open- 
plumbing and heating work in a new office building ing Steam Radiatar Valve 


Smith Street 
; , by its record. 
bert Smalley, 


of South River, will install the plumb 
i vork in a new apartment building at Ferry Street First placed on the market in| 190 
il lackson Avenue for J. Schwartz. be ' ‘ _o Ra tm . — o } 
Fentzlaf Engineering Co., of Montclair and New York It does not leak air, water , 
Lit wll install the plumbing work in the Watchung rr Ager, ~_ Bove ner eel 
pu school addition. The heating work will be done | Lady t handsome valve, gracet 
by (>. Woolfolk & Co., of New York City. «IT 1S BUILT RIGHT—TO STAY TIGHT. 
rry J. O’Brien, of Deal, has secured the plumbing Ask vour jobbers about it 


ct tor the addition to A. L. Levis’s residence on 








Ocean Avenue. Lavigne Manufacturing Company 
ph Zumbausch, of 392 Pacific Avenue, Jersey City, Detroit. Mich 

will install the plumbing system in the Lafayette M. E. 

( } } 
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Right Off the Reel 


[he plumbing trade lost no time 


adopting the PFAU New 


Big ‘‘Mercuroid” Tank 


[he day it was put on the market its 


success was established 

















A big addition to the Pfau Mercuroid 






Line. 









An extremely good looking tank and 














its action is as good as its looks. 





Pertectly quiet in operation. 




















A big proposition all-round, for the 


plumber, jobber and owner, 






Like the small sized “Mercuroid,”’ this 
large tank gives perfect satisfaction in 
every respect, and is lower in price than 


a wood tank. 


Just Say “MERCUROID” 
Jobber He'll 







to Your 


Know. 


The Pfau Manufacturing Co. 


Cincinnati, Ohio 
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assachusetts 





Boston and Vicinity. 


The legislative committees of state and local mas 
rl ri be ’ issociations Vc eel LIS) VA th COTMNN 
Nea ys on pending bills rity e past tortnight a 
ire much encouraged, according to reports, at the a 

ir { attitude or the eg slators toward some oO t 
measures which itt rece the a ket «yt the tl] 
yun rs Andrew F. ¢ t Medford, is chair: 

ith of the state association's legislative committee 
a similar committee of the Master Plumbers’ \ssociat 
f Boston and Vicinity, and is, together with other m: 
ers of the committee, working hard tor the prop: 
egislation. 

Cone yt] vhich > ece particular attention 
that providing for the separation of contracts on all 
le worl \ similar bill failed to pass the Massachuset 
evislature last vear, but the plumbers’ committee | 
rr «uvbetter success this Vea! and the bill Is said LO ay 
support trom. th e! factors which oppose 
last year. 


The pending bill, which was tiled upon petition of 
(Curtin and his colleagues, reads as follows 

Every officer, board, department, Commission or 
missioners, of counties, cities and towns, charged with 


duty of preparing specifications or awarding or ente: 











into contracts for the erection, construction or alte: 
a ') > } 1] fee . —. 1% 7 i a ¢ * ; ‘ } »*) 
Sie (1 PLITICLITIVesS 11} Aili \ COUNTY, CiLy {Ji rOwn, when 
’ T¢ ~ 7 i) - me. 4 } ~ ] it] eee SO 000, shall 
. . 
7 pale ~f rel it¢ ster Cals ~ Pay? Cat hy mor the y}] »\t 
trie { rh tO 1 (| 
1.) Plu ) 4 eee) ind hot ite! 
¢31 ‘ + 1 
et io 1 itt — ; Vet pmpiants } } é 7 
{ 
stallat ] } cludin Clectry reneratings plants 
| 
Such spe NMCATIONS ~] il] ( aly iv! si) is tO lye 
eparate and independent bidding upon each ot the clas 
t work enumerated in the subdivisions, and all cont 
| ‘ : , —_—— | " , ~ 2 - 
hereatter awarded by any county, citv or town or a 
partment, board, commission or commissioner, or ol! 
7 ; . 
tnereogt, for the erectron, construction or alteratio1 





building or any part thereot, shall be awarded separat 






1 | ‘ ' 
o responsible and reliable persons, tirms or cory 










7 
' 


The bill concludes with a= section providing that 










all not imtertere with the perrormance ot 






through regular emploves or by inmates of institut: 


bill for which the plumbers are working 








would provide for the attaching of satetv devices o 


hot water tanks and boilers. The necessity for su 


law is obvious, the committee savs, and it does not 












for any great opposition. This bill also was introd 


hy petition of Mr. Curtin and his fellow committe: 






ind reads as follows 









“In every city and town where plumbing installat 


are subject to inspection, all tanks and boilers conta 







water, which is to be heated under direct pressure 
closed systems, shall be equipped with an improved 


matic relief or expansion valve, and also a vacuum 






will open by atmospheric pressure upon the valve 
the water is turned off. Tanks and boilers with s 


equipment shall be considered a part of the plumbi 


stallation and be inspected and passed upon by 









spector duly appointed for the purpose.” 


HLlearings on these two bills and on one recent! 





lished in “Domestic Engineerine”’ regarding the ma 





of range boilers with the maker's name and the 
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pacity, were discussed i? Carines mm bebruary th. all 
* - h | - ¢ ! 4 ‘ ‘ ‘ ‘ 
or which were attended \ tne tevislative Committee 
the Master Plumbers’ \ssociat 
(One ort the attractive features of the meetin: i>f thie 
Master Plumbers’ Association of Boston and Vicinity is 
Te ” : — if Li sag °° ; } | 1] 
the Educational Hal! PlOur, Al Nchn talks are viven oO! 
trade or allied subjects \t this week's meeting, Fel 


ruary 13th, Charles Morrison, heating engineer, of Mel 
rose, was the speaker, and on February 27th Mr. Arms 


-_ | ‘ 71 | ‘ — ‘t 
strong expects to have a talk by Leslie H. Allen. co 


accountant. of Boston. 


1 | - W ood, ) 
years connected t | t} 
plun yi heat ind light 
MWe iT) rt VN ra } htmat 

.' ,; 
WN { { esta Is ¢*{ i i 

: | 
father torres wuarters rT i 


. 1 1 a ! 
rord, Mass.. nas Tust retired 


from ACTIVE 


has a Teco}! (| ¢ qualed ah tf \A 

men um the plumbing bust 

ness in the state. it not 

the country Mir. Wood e1 
t of il 

Tereqad tHe CMMIPTOy Or the T1tl 


' - 
as an apprentice on \pril 1. 





IS60), t the age of 17 ears 

\t that time he Vas ple 

Thomas I Wood ‘ ' , ; 

t verve CMIDIOVES loday Thre 

concern carrnes 30 to 40 men on its pavroll at all time: 
Before his apprenticeship was completed Mr. Wood en 


listed, served a vear in the lLnion army. and then re 
turned to complete his course He worked as a tourney 
man until 18723 when he was taken into the firn Whet 
he retired a tew davs avo he was the last in the line 
t the original parthers It also chances that there its 
nly one other man living today who was working wit! 
Mr. Wood at the time that he first started to learn thie 


his man ts -[homas |. Gutford. commander ot 


rade | 
i New Bedtor | (srand \rmy post (ot the men who 
vorked for the tirm durine Mr. Wood's connection with 
it, twenty-two are said to have lett .at ditferent times to 
vo into business tor themselves either in New Bedford 


or elsewhere With the retirement of Mr. Wood. the 


concern has been re-organized and incorporated as an 
nounced in ai recent issue of “Domestic Engineerng.” 
lhe business will continue to be conducted at 43 Wate 
Street, where the headquarters have been for more than 
ilf a century Mr. Wood plans to enjov his retirement 
it his home at 89 Bonney Street, New Bedford 

karl L. Humphrey and Harold F. Fitzgerald, of Marble 
ead, have tormed a co-partnership and have opened a 


lumbing business 


that town with headquarters at 160 
62 Washington Street 
V’roposals tor heating and ventilating the proposed 
w city hall building at Medford have recently been 
pened and contracts will be awarded soon. The bidders 
mostly Boston concerns, and their tigures are as fol 
ws: Patrick A. Dolan & Co., $35,500; Huey Bros. Co., 
$34,269: Scofeld Campbell Co., $35,190; Stone-Underhill 
., $33,895; J. J. Hurley & Co., $34,587. 
1, H. Sullivan, plumber and = sanitary engineer, of 
wton Centre, announces that he has moved from 75 
ion Street to 543 Commonwealth Avenue. 
ihe annual report of Robert G. Harrington, plumbing 
pector of the town of Ware, for 1916, shows but five 
pections made during the twelve months. The report, 
ch is unique and apparently contains a hidden mean 


to the initiated, reads “T am pleased to make my 
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Lasting Satisfaction 


.' 


Maddock Syphon Jet 
Closet 








John Maddock & Sons 


Coal Port, Trenton, N. J. 


























The Patterson Hot Water Tank 








No Idle Heating Surfaces 


The Patterson conta sa numbpet r Tuli t 
ing greater area than the steam pipe so that a 
condensation discharges a ipidly as it 


Write tor Catalog explaining Orne? id 
1 ° | 
ot the Patterson lank 


Frank N. Patterson & Co. 
26 Cortlandt Street NEW YORK 
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; , 
annual report as inspector of plumbing as follows 





t r 
‘ { ' j ’ . . 
nave been calied upon to inspect only five jobs duri 
The the past year and these were given a thorough insp 
tion as provided '\ iaW ana TO ind to pe satistactory 


cannot vouch tor the remainder ot the plumbing 


' ’ » ' +] ‘ , Laas ’ +}, er | lL, - , | 

See ea: 17} iii own CILit Ti J Liit VCa}’. a> iave had ? 
‘ . ‘ ee. } net 

notification of permits issued nor have I been called uy 


to spect these 1obs 
Instantaneous Water Heater The Carroll Construction Co., of Dorchester, announ 
that ground will be broken soon for the erection of 
" houses, each arranged tor two families and costing ab: 
No Condensation $7,000, to be located on Train, Agawam and Aassb 
Streets, Dorchester. The owners will place the -su! 


Bronze Boiler contracts. 


No Coils _—— =H 


Ohi 
High Efficiency, Low 1 O T 
oe ae a cee em aD. acer Se ae a a 





Maintenance 
Cincinnati and Vicinity. 

Will last a life time, as there The Cineinnati delegation which attended the conve 
is nothing to wear out. tion of the Ohio Association of Master Plumbers 

turned well pleased with the honors bestowed upon R 
W rite for Catalog tiring President John |. Vogelpohl, who was elected 
a delegate to the National Association’s convention, a: 





was also endorsed as a candidate tor the State Board 





Health. The convention was a good one, the Cincinnatia: 
Th B nd report, and was well worth the trip. 

e @auvals [he plans of home builders and others, who are c: 
templating construction, are going ahead in Cincinnati 


Water Heater Co. gardless of the diplomatic 


M tion points to great activitv in the building business d 
ass. 


risis, it seems. Every indi 


~ 


Springfield, 





ing the spring. One of the most noteworthy of the rec: 








announcements in this line 1s that of H. C. Cordes 


own builder, who has purchased a block front: 














well ky 


on Springfield Pike in Wyoming, a suburb, and who sa 








he will build tourteen handsome residences on it, wit! 


total investment of approximately $150,000. 


© The board of park commissioners of Cincinnati has 
wing eC a ves its hands bids tor the’ construction of a shelter hous: 


furkey Ridge playground, and a dressing room at 


| hat { heck Field, both involving some plumbing. 


Master Plumbers, who are members of the Builders’ a 


fraders’ Exchange. are looking forward with interest 


When you get Detroit Brass Check Valves . , 
‘ the annual election, as two tickets have been placed tn 
} 


on a line you can depend on them. You raeaaaia mae — 
ae : eld, adding the interest ot a contest 
know beforehand that they wont leak, that \ building code is before the city council of Lima. 


the seats won’t stick, and that the metal adoption, following the recommendation of that body 
and design is there to stand the pipe strains. such a code be prepared. It is modeled after thos 


force in other cities, providing for a plumbing inspec! 


You don’t have to stand the expense of tear- 
ing them down because they don’t “stand 


and other departments, with a board of appeals consist 


Regi nae of an architect, a plumber and an electrician. 
up,” because they are “Dependable.” Think 


this over! Go to your jobber and say—“I oe 
4) 





want Valves 


Manufactured a 
by , a) 


Detroit 
Brass 


Works 


Detroit, 
Michigan” 











H. F. Ostendorf and H. H. Worley, both of Geo. J. Robe: 
(‘o., of Dayton, O.—From ‘‘Domestic Engineering’ Photo, 
at the recent Convention of the Ohio Master Plumbers’ A 

















tion, at Springfield, O 














February 17, 1917 DOMESTIC ENGINEERING 


The board of health, in Niles, ts considering complaints 
which have been made against the sanitary plum! 











ing code 
in torce in the town, and which. it is said. makes building 





more expensive in Niles than elsewhere \ new code : 
has been drafted for consideration. eliminating some of the 





objections made to the existing measure 





W. Cameron, formerly member of the plumbing firm 
of Cameron & McMenemin, Toledo, 1s 


now established 
in business under the name of the Pioneer 






Plumbing Co., 


being located at 417 Chapin Street in that city ST] EN E 


In Operation 


SPEED 
In Filling 




















Rav T. Wood and Harry H. Klein, both R 


tepresentatives of the 
(‘entral Brass Mfg. Co., of Cleveland, © 


From ‘‘Domestiec En 





ineering’’ Photo, taken at the recent Convention of the Ohio 


Master Plumbers’ Association, at Springtield, © 


iti, 


\ 
YCUR SUPPLY HCUSI- CARRIES IN STOCK! 
oT THEM AN THIT TANKS JOU BUY! 
— 








K e nbu uc cky The Chicago laucet Co. 


Louisville and Vicinity. 
Probably never betore in the history of the city hay 
































—. 





j 


e plumbers and steam fitters been rushed 





nd forced to turn down sa much business that rmev are 


. ” 
bsolutely unable © (ret tO | he ‘4s od CG weather ot the e ing O ater eaters 
rly part of the month, accompanied by a shortage it 


e gas supply, caused many freeze-ups, and steady cold 


veather 1s forcing still mort 


rade. Many wet type, automatic sprinkle: 
ip during the past few days, causing 
and plumbers to work at all hours of the night 


()ne reason tor the big rush is that the 


i~ ; tA 


rt of men, it being reported to the secretary of the 


i] association, that a total oft fittv-four tournevmen lett 


citv last tall. goine East to work in munition tactories., 


take up positions vacated by plumbers who went into 
high paid lines, leaving vacancies tor good journey- 
en. This condition has resulted in a general scarcity 
trained men, and the trade was not at all prepared 
' 


the big rush that followed the cold spell. 


\nnouncement has just been made of the engagement 
(Clark R. Gregory, salesman for the Laihb Co., to Miss 


—- 


rence Hansbrough Howard, daughter of C. C. Howard, 
Louisville. The wedding will take place some time in 

\pril. 

F. §. Schardein & Sons Co. has been doing 

deling work in the big department store of Herman 

raus & Sons Co., 420 West Market Street, including 


, 2 — . lim ¢ tga 7. . i]s holts 
e installation of some additional fixtures. The absence of coils, 


some freé- 


~ ¢ 





SIZES ina Capat 17 1¢ 
abr packing ectio? , 
’ : : - ’ . ° ( Sf iron cvilinders eliminate repair: ina rria ke : 

Members of the Louisville Master Builders’ Association, : | oe ; 

| : . ; ° ‘ : : : VW Il, KS po itive] lealt-pr ort 

and the Engineers’ and-Architects’ Club, met in joint 
session at the Pendennis Club last week. A banquet and 
ption was arranged, and was followed by several good S. Wilks Manufacturing Co. 
Arthur Loomis delivering an address on the “Re- ’ ; 

3517 Shields Avenue, Chicago 


ns Between the Architect. the Owner and the C 
or’: Alfred Struck on “The Relations 


‘* ; ,) ; a 
faiog a j ints 


On- 








Retween the 
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Alllead Roof Flange 


LEAD PIPE SIZE OF APRON 
Length, 6 inches 15 inches Square 
Diameter, 4% inches 
Made in Angles, 45 deg.,22% deg. and 
Straight 


No Caulking To Be Done 
Joints Lead-burned —No Solder Used 


Plexible Adjustable 


Economical 


Write for Circular and Prices. 


Eagle 





Manufactured only by 


The Eagle-Picher Lead Co. 


CINCINNATI, OHIO 




















CHAPMAN DEEP WELL 
POWER PUMP 


For pneumatic or open tank water sup- 


Used where compact, dependable auto 
matic starting and stopping pump is de 


Simple in design, rigid in construction 


lifferential plunger makes pump double 


ting 
Quiet in operation Main bearings 
olled from pocketa with chains running 
ver shafts, the pocketa holding enough 
y! to automatically lubricate them in 
ordinary service for six months 

Motor especially designed for pumping 


Mia le ALSO with si ent chain cirive or 
to be operated wit gas or gasoline e! 





Write for circular. 


! The Chapman Steam Specialty Co. 
‘ 204-206-208 Third St. S. W. 


i} CANTON - - - - OHIO 














DESOLVO= 


The ORIGINAL 
Pipe Cleaner 


\ ‘ 

! eT evervwhere were «at k tt 
dopt tt moder huick and eff. tive 
Pret f removing obstruction é, 
pri}? 

\\ - la lot of good time, mor 

worl trving to clear clogged 


PeSOLVO 





Manufactured by 


The Chamberlain Company 
Pittsburgh, Pa. 


ike WK. K. for cleaning Closet Bowls the 
‘sanitary way.” 


Manufacturing Chemists . . 


\N | i) r} 

















DUNHAM 


VAPOR HEATING SYSTEM 


Highest radiator efficiency. 

Low operating cost. 

\ controlled heat—automatically raised or 
lowered at desired hours. 

Steam waste stopped permanently by the 
famous Dunham Trap. 

\Vrite for Bulletin No. 11. 


C. A. DUNHAM CO., Marshalltown, Iowa 


Branches in all principal cities of United States and Canada 











(@ntractor, 
the subject 
(. FF. Thomas on 


sary.” Points brought out in the 


j 


Clisseqd ny 


llaw 7 \\ 








ENGINEERING Vol. LXXVIII, No 


the Owner and the Architect”; J. Murphy o: 
“The Remedy as the Architect Sees It,” and 
“What the Contractor Thinks 1s Neces 
were dis 
Joseph, Herman Wischemeyer, Henr 
EK. Glossop, Henry Wolters, Walter Brashea 


addresses 


{(Jscar 


\. Markham, William Bailey and Fred Metzner, repr 


senting architect, 


’ 


ciation last 


pe! iod Ol 


line with the work started by the Master 
= i = . - 
Was a dcdeciaded caecreast 1th 


1916 During the 


were issued. tor buildings to cost $88,170 


contractors, builders, etc This ts 
Plumbers’ Ass: 
tall. 

building activity 
January, as compared with the sam: 
month only eighty permit 
Last year 10% 
| + 


permits were issued tor buildings to cost $178,980. 


J. J. Fitzgerald, ot Lexington, reports that he and tl! 


, 
Ope W nee 


plumbers ot that city have been unable 


the tremendous demand for their services du: 


ing the past tew days. Cold weather and lack of ga 


caused conditions similar to those experienced in Lou 


ville, and 


‘very available man was kept busy, while 


phone calls, 


‘ : S| 
son pusv answering the 





» Rea & Son, ot this CiLY, have been awarded 
t t stall plumbing and heating systems 1! 

propert at 1326 North Nineteenth Street, for ] NI 
Lh ipo i‘ : I rT s 4 ) 

Durha Bro t | lade] i, have cK Walrcit 
heati ract tor the property at 3219-3221 Hamult 
Street, 1 | Werner: consideration $2,000 

(. G. Schuster, ot [Thirteenth Street and Girard Ave 
has beet warded the demagantindy and heating contract 
the thre tory othce and store building which 1s_ be 
erected at the corner ot Broad Street and Girard Ave: 

Baker, Smith & Co., of New York City, have open: 
branch office at 1605 Sansom Street, Philadelphia, ut 
the mana nt « Victor Welland 


P. J. Hoft, of 245 South Eighth Street, 


jas pe cy) 
77 


Philadelp 


awarded thie plumbing contract tor a new co 


: ; ~—e 
Irv ciub building 


Philadel; 


OVeT the 


ing erected 


Wim. | 
cured the 


ihia Steam 


sat eee or 
plumbing 


tems in trout! 


lleatinge Co., ot this city, has tak 
he new mull, which ts 


Baker Co. 
\venue, has 


contract on ft 
in Manayunk, for A. T 


Robinson. Pins of H102 Ridge 


contract to install plumbing and heating s 


new houses on Conarroe Street 


PB EF. Horn. of Fifth and Arch Streets, has secured 


contract t 
South 


P. ‘ae, 


ness of Pr. 


new plum 


» install plumbing in 


“Miullard’s” new store 


Thirteenth Street. 
Fredericks, of Perkasie, has purchased the 


L. Moyer, of that city, and reports a lot 


bing work on hand tor the coming season 








Ceor 


e 
ia | 











+ 





The South Georgia Normal College has awarded 


heating 
college to 
lanta 


The’ Board ot Education ot 


and plumbing contract in the new building 0! 


the Farrell Heating & Plumbing Co., of 


Augusta 1s preparu 


award contracts for the new Gurls’ Home School Bull 


to cost $100,000. 




















february 17, 





| 
see ff 


ennes 
Nashville and Vicinity. 
reports \\ J. 
Nash and J. H. 
nspector, record a big wcrease 


ville. Mr 





fhe annual 


issued by Donnelly, plumb- 


ne mspector of ville, Yeaman, building 


in construction in 


\ ash - 


Donnelly’s report announces that permits were 


issued for 3,581 fixtures installed during the vear, that 

5l sewer connections were made and 93 septic tanks 1 
talled That the number of sewer connections 1s no 
ge is due to the 


fact that few new sewers were con 


tT ucted. 


as compared with the increase in constructior 
he total of inspection tees collected was $2,551.50 Phe 
ital number of inspections amounted to 5,013, of whic 
O8 were on complaints of unsanitary conditions Phe 
ulding supervisor reports that 4,831 permits were issued 
work amounting to $3,636,002.10 He states that the 
epartment ought to have a fund tor tea wn co 
mned houses He ils l es that 1] Cpartine Ss 
iting to building ISDE ) { pia ( rile ‘ ee ‘ 
i instead of havi the: scattere is a reste 
he David Grewar Plum ( 5 tr 
k on the new building the Bla ) ry 
vill build a large set ce Sta lat 
tite isoline fillin Stations 3 Wa ) 1) : 
usv with a numb 
l’ R. Jarratt and S. M rd, sales the Ahrens 
( tt Nits . 4 were sville ect t | I a Visit 
the company’s office and main plant 
ine City Commissioners have de¢ eC mend t 
e legislature a bill providing for a vote on a bond tss1 
$1,000,000 tor the construction ot sewers \ laren 
i without sewers will be covered. It 1s estimated that 
ut $1,350,000 will be required to completely sewer 
ity, but this will not be needed immediately. The — 
mimissioners also agreed to recommend a bond issue 
$225,000 for remodeling a number of schools This 
permit the installation of steam heating plants in all 
e schools, better toilets and drinking fountains 
(;,eorge (©. Crawtord, manager of the Nashville branch 


the Ahrens & Ott Mtg. Co., is receiving tl ongratula 


of his 


ns friends in the trade on the arrival of a ver 
ing lady at his home. Her name ts Corinne, Jr 


’ 


‘ 11 1 1 . ' 
ho Gowans, ot Shelbyville, h: ived the 


contract 
the 


Pittsburg, Tenn. 


L. Her contract 
a reintorced concrete apartment house of twelve apart- 


installing 
it South 


Mrs. TI 


heating plant in a large business block 


bert has awarded the plumbing 


kil 


nts to the East Side Plumbing Co., and the heating 
tract to the David Grewar Co. The building 1s lo- 
1 in East Nashville. Another apartment house in the 


same locality is to be built by Thomas Parker, Jr., on which 
( ics H McGee secured the plumbing contract, while 
t heating system will be installed by the Nashville 
Machine Co 
| Tennessee Municipal League has started a move 
to have a law passed, permitting any city in the 
with a population of 25,000 or more to construct 
Sewerage systems on its own account. Suggestions were 
at the meeting of the league that every city have a 
over fund to be used for paying the cost of con- 
iectinge to the sewer for people who are unable to pay 
t st. It was pointed out that the health of the city 
f ds not only upon those who can afford to pay this 
but also upon those who are unable to do so and that 
the 


ty would only be protecting the general health. 
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COMPACT 





COMPLETE 


USE A TRIO 


WHENEVER YOU 
THREAD PIPE 


G‘T D 


GREENFIELD TAP & 
DIE CORPORATION 
GREENFIELD, MASS 





























OR lasting quality and true capacity 
use “KOVEN” Pure Iron, Double 
Kow Riveted, Galvanized Range Boil- 
ers, or NACO Galvanized Range Boil- 
ers made of open hearth steel. ‘These 
boilers may be bought of jobbers every- 
where. 








L.O. KOVEN & BRO. 
50 CLIFF STREET NEW YORK 
































NO ROOF IS SUPERIOR 
TO ITS FLANGE 


Therefore, 


s0me6 
PLUMBER Is the 
father of every leaky 


roof. 


The Bullard 
Roof Flange 


is acknowledged as the 


only PERFECT 
FLANGE by busy 
men who have made 
satisfying instalia- 
tions. 





THE BULLARD SPECIALTY COMPANY, Tiffin, O. 























Closet Tank fittings are not the 
cheapest and are used by Manufac- 
turers who want the best. 


LOOK IN THE TANK 


Balicocks, Flush Vaives, Hinges, Flush 
Levers, Etc. 


oO 


Morency - Van Buren Mfg. Co. 


Sturgis - - Michigan 
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THE SISSON 


Insertable Joint 


was designed to make it easier 
for the plumber to connect up 
fittings to soil pipe. 

Not necessary to spring stack 
or remove whole lengths of pipe 
—use the SISSON Joint 

A card will bring you com- 
plete details and prices. Write 
today. 


R. Estabrook’s Sons 


Ist and C Sts., So. Boston, Mass. 


“~é€81's "L950 
GCIANIAVG 


























Use Products 


manufactured by 


RAYMOND LEAD CO. 
735 South Washtenaw Ave. 
lf Your JOBBER Cannot Supply 


You With Our Goods, Send 
Your Orders To Us Direct 





























&K PUMPS 
FOR DOMESTIC WATER SUPPLY 


Water Motor Pumps-Ecectric Motor Pumps 
SUPPLYING Rain Water For Every HouseHoLo Use 


SOLD BY ALL JOBBERS IN PLUMBERS SUPPLIES 
el 1-1 ©1101, 5°) 4.44 2 A Ane 


THE VAILE-KIMES CO. 
DAYTON, OHIO 
Use Smooth-On Iron Cement No. 5 


for making tight hub joint pipes and 
ight joints between cast iron pipes 














SMOOTH -O 
Joists 
SS 








and concrete tloors. | 
For full intormation send tor our instruc- 


tion book. 
Smooth-On products are tor sale by 
supply houses. 
SMOOTH-ON MEG. CO. 


570 Communipaw Ave. 


Jersey City, N. J. 
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Other Cities in the State. 


| 


[he legislature has authorized an election in Chat: 


noova upon a hond issue ot £400 000 wor remodeling 


’ 


| » ~ . . a : 
schools and constructing new ones. A large part of | 
will be used for installing new sanitary tacilities in 
Id schools of the city. The Engineers’ club of the 


1as also started a movement for extension of the sev 


1 , ‘ 
Western Tennessee plumbing’ and heating contract 
; , ~ 7 . . | , 
are bidding on the peostothce building to be erecte 
° - - | | ‘ 
Martin Bids will be opened on March 12th. 
.. ore *v) 7 ~ wer silo ‘ . ' ve rir } " ‘ , , 
ITIZETTIS Ot e OMe TViti¢ afe CQOTISICGICT IIL’ the que Stig! 
hehe ; ‘ 
whether to spend a large sum for remodeling the wat 


1 a ‘ 
works, which has deteriorated considerab . 


> 


Oo private individuals 





fF — s A... 


; Mississippi 




















, ' ' " ' ‘ 
The Luderbach Plumbing Co., of Jackson, has 
awarded the contract tor installing plumbing and he 


1 » i 
systems in the city hospital at Charleston. 


lhe Y M. ( A. at Hattiesburg. plans to erect a 


> ry 4 
Ing at a cost of $24,000 [his will include a large all 
‘ ' 
t plumbing work and a steam heating plant. 
lhe citv ot Independence is building a water 
system 





f = a =. a 


. . 
| Wisconsin 


New Plumbing Legislation Proposed in Wisconsin 

















New plumbing legislation has been proposed 
Wisconsin Legislature through the introduction of 
by Assemblyman S. A. Schindler, of New Glarus 
tending thi operations of the present state plumb 


and making numerous changes in the existing prov 


; 
to make the statute more equitable in its appli 


1 

dens f ~~ - . is —_ > - , — 
Principal among these modifications 1s a change 

} } . 4 . 4 ; c 1 
schedule Or Tees, which by the bill are to he revised 
ward 

' ' as - 

[he measure extends the application it the { 
] , ? al] . Tye TVV~A~TIVATt ‘r) cha *o? Tit. . y+ os 
ia W tf? al COMMUN! ics il Lait SLatt navin?g Va 

A - ’ ? ‘ _ } 1,, } 
sewerage svstems. It eliminates the plumbin;: 
tractor ~ license and ree require ~ Trees trom wuiurn 


and masters only, making clear that a dealer 

ing materials but not engaged in installing plum! 
not required to have a license: and enables any 
to engage in the plumbing business providing he 
licensed master plumber in charge. 


The bill extends the licensing feature cn) the <1 





communities and provides for reducing the 
revenues from the initial and renewal master and 
man fees to an amount sufficient to sustain the plu 
division without leaving an unduly large excess 
The clause extending the law to many additiona 


munities requires that jourheymen and master pl 





operating in cities and villages having systems 

works and sewerage be licensed by the State B 
Health, as is now required of all plumbers in « 

5,000 and more. By the increased revenues thus 

able, it is possible to eliminate the contractor's f: 

der the present law a plumber engaged in the / $s 
in cities of 5,000 and more must secure a cont: $s 
license, the initial fee for which is $40 and annual | 
fee $20, and must also take out a master’s licens: 
renewal fee $5), making tl 


fee $10 and annual 
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initial fees $50 and total renewal fees $25 In heu ot 
’ “ » ’ 4 is 1? ° ’ 7 ? . ’ 
the contractors fee the bill provides tor a masters initial 
, : 43 . 7 . ; ] : ‘ . "TY ] 

ee Of 325 and renewal tee otf S10 This means a reduc 


$50 to $25 and in the renewal 


tion in the initial fees tron 


‘ ; 

- PP « - " . 7 | ‘ 

(Pes trom $25 to s 14) { rv ter ictors wu Cet rhe present law 
= ‘ , ’ 1 : oo . . “a . . } . 

nust take out a masters ticense in addition to the co 
oe ~* , | . - *% ‘ ] ‘ | . | ? - — 
ractors license, or employ a license aster plumbet 

‘ : > 1] -. 

supervise installations 


‘7 | « | | 
No examination will be required ot plumbers engaged 
tusiness in the towns to be attecte ry these mena 
err mT "9 ! “| +} -_ mri ror 1} erce | ethics iw | 
iitS Pproviaes iy ch}? y i bid Ci Withlitl SINT) aaVs 
‘ ‘ . aw ‘ . oe , — S Dae 
t the passage and pubiication of the amended law 
. | x , +}, 7 ‘ 
()ther proposed ( hd’ilivcs ak ba W il ¢ 
; : ] } ; 
er hinge a priulmlpe s al) t 1C¢ 
¢* 5 5 | 
Providing that licenses be renews ! thre nt! 
lanuary imstead ol ‘7 i lat \ ist -_ Calli y al Aw Pay VA 
required. 
Eliminating the proviso in Section 959-55a-2, so as 
| ° s | 
ike if possible tc) TT) ) i¢ I fori f 117 1] i (| rail 
. - Pi . 1] ] , } ] , 
ive requirements TOT tii ClaSSECS ) MIILdmnys 
q ° . ‘ OF ” 1] ’ arell ‘ , 
Making it clear that smaller cities and villages may 
| 7 | | ‘ 1 
egvgulate plumbing and drainage by rdinance and pro 
‘ -F ‘ , ‘ . 7. . + , ect ’ L-e9r 7 i ? . , 
tj iti supervision, 1 { I at i id] is Lt? } | Is 
1 ] ] »« , ‘ ‘7 ] . ! ‘ lease ™ ‘* 
elegated authority to appoint 1ocali piumpimnge mspectors 
: 1 
Outlining more clearly the provisions ot the exist 
a\V\ 
I] > : +? rn 7 } - . 1 | T\7f 1 ? 
nese amMenaments i rece ci f ij] ii { 
) ‘ 2% } 1 1 ' 
State Roard Ol He ith Willd Ss char With thre iaW -s 





Master Plumbers from La 


my levation of 


the recent nt Convention of the Wise t Mast 
iImbers \ssi tier eld in Milwaukee From I est 
i neerimt: Pho 





8 


| California 


San Francisco and Vicinity. 


| 
} 
i 





Vhile a few umbers are of the opinion that 


ible 


master p 


international development may lead to slower 
ness within the next few months, most of the local 
report a good current demand and better pros- 
for the near future. The total business for January 


is section is generally conceded to have been the best 


seen here within the past three years and very much in 
excess of the total for January of 1916. 


the 
country sections, which 


the local situation is 


sperity, being generally felt in 


ne ot the biggest factors 1n 
large number 


the 


rural 


reflected in thi of buildings projected in 
smalle and remodeling and improve- 


r communities 


work being done in homes. The big demand 


! farm products within the past year and one-half was 
ted in “war prices’ and is now being evidenced by 
’ iodernize many country homes. 


being done to n 


-* ** 1 . , . - ; 
y building has been somewhat slowed up by the 
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“CAPITOL” 


—— HIGH GRADE — 
Radiator Valves 


All Vaives thoroughly 
tested and inspected 
before shipment. 











Capitol Brass Works 


DETROIT. MICH 


J.D. Steam Union 
Radiator Valve 























Sleeve 


* 


Little Giant Expansion Screw 








Expansion begins at first turn of screw, and is 
even and uniform entire length of sleeve. 
Does not require pipe sleeve or wedge nut 
Write for prices. 


STANNARD MFG. CO. Springfield, Mass, 


























Can’t Leak 


an assure your customers 
, > ’ 
itistaction i 





hot water or steam radiators 
} > Ta7.44 
if } hard usave., vV ill las¢ 
if ite ly 
Price eas abl 





Sweet's Index 


" 
“5 Pawe 
@ catalogue. 


Write tor new 
Syracuse Faucet & Valve Co. 


i07 North Franklin St., Syracuse, N. Y. 
220-224 West 42nd St... New York 























Smith’s Jointless Hot Water Attachments 


ONLY ones that 
give water eircular motion 
and that have no obstruc- 
tion to the natural move- 


f the Water 


Are the 


Smith’s Maltese 
Heaters 





_ are made in & sizes—can be 
lin any furnace 
Ma t install] Highly 
eo fy rf inor »pugniy 
2 t ; 
‘ 


for Catalog 


Charles Smith Company 


Lake and Dearborn Streets Chicago 
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WHAT’S IN A NAME? 


The name 


Graham Pottery 


is a definite guar- 
antee of quality 
everywhere. 
You can order Gra- 
ham Wash Trays 
and Sinks with the 
assurance of satis- 
faction which the 
name carries. 


If you have no 
Graham Catalog 
kindly write for a 
copy. 


CHARLES GRAHAM CHEMICAL POTTERY WORKS 


986.1018 Metropolitan Avenue BROOKLYN, N. Y. 




















The American 
Closet 


is the latest achieve- 
ment in practicabil- 
ity. In a class by 
itself for simplicity, 
economy and durabil- 
ity. 

Nothing in Tank but 
Air and Water. 
Write us today and 
find out all about it. 


American Valve & 











Tank Co. 
INDIANAPOLIS, U.S.A 

















Your Metal Problems Solved 


We are supplying some of the 
most prosperous Brass Goods 
Manufacturers with our 


Yellow and Red Brass 
(H.I.M.) Ingot Metal 


Why not join them? 
Write for information § and 
prices. 


Hartman Ingot Metal Co. 


2511 to 2525 W. 21st St. Chicago 























The No. 21 Coil Fire Pot 


th steel tank heavy top plat Uuyp- 

gr ivi i? iit fo ervi rh 

NO l is fitted with extra large: hile 

\ biug nd funnel, a great conventence in 
filling The tank is made of heavy gaug: 
eamle drawn steel, with all fittings 


incl bottom welded in, making it extra 





neg and durable Try the No. 21, it’s 
ire to please Jobbers supply at factory 
price Send for catalog—it’s free. 
No. 21 
Coil Fire Pot Clayton & Lambert Mfg. Co. 
Fact ... $9.60 ° ° 
TS aaa Detroit, Mich., U. S. A. 
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general belief that January was to be a wet month, 
expectation that was not fulhlled, but a great deal of w 
is being projected and the engineers of the various hous: 
are working overtime to keep up with the estimates ask: 

[rade in heating and ventilating equipment has | 
slower than that in general industrial offerings, but s: 
eral big jobs of the ftormer variety have been recent 
completed \mong the larger heating and ventilati: 
iobs just tintshed ts that on the $500,000 surgical build: 
tor Lane Hospital and that in the Civic Center Librar 
both ot these being done by Mangrum & Otter, and ¢ 
heating equipment for the new marine barracks at 
Mare Island Navy Yard, done by Robert Dalziel, 
The latter is still at work on the heating system for 
new University of California Hospital. 

Pacific Coast building activities during January all ma 
a good showing, with gains ranging all the way from 
increase of about 65 per cent in San Francisco to a ga 
of almost 200 per cent in Los Angeles. San Francis: 
building permits tor January were $1,622,000 as compar: 


~ 


with $927,000 for the corresponding month in 1916 


S134 
were broken at Los Angeles with permits totaling $4,70 


2.000 for December preceding. \ll previous reco: 
000 taken out in January The city of Oakland al- 
showed a good gain, figures being $432,974 for Januar 
$248,408 for the same month in 1916 and $390,040 for la 
December. The smaller cities and towns of the state 
showed nearly proportional gains, with Sacramento t! 
only city of any size to register a loss. When all of th 
work gets under way, there is bound to be a big d 
mand for heating and ventilating systems and plumbi: 
equipment. 

Superintendent of Public Buildings Charles W. Meeha 
has filed a request with the Board of Public Works as 
ing that two more boilers be installed in the Civic Cent 
power house. The completion of the new public libra 


and the new emergency hospital and the necessity 





supplying steam heat for these buildings makes this 





necessary. 





has heen awarded a contract for 


The Turner GC: 
plumbing and heating installation in the new Ever Rea: 


} 


Works. at Eighth and Brannan Streets. The contra 
amounts to $45,000. 
Other Cities in the State. 


Plans have been completed by John Galen Howard 








a four-story and basement building to be built on 





University Campus, near Berkeley, to cost about $40 





000. The structure will have a complete steel frame, 





walls faced with granite and terra cotta and will be 








cupied by the Students’ ['nion. 





Three large hotels are to be completed shortly to 





accommodation of the thousands of men who are com! 





to Oakland to work in the new industrial plants. One 





to be constructed at Seventh and Broadway, while t 





others are to be built on Broadway and Franklin Stre 





but tarther up town. 
Arthur Hess, of Los Angeles, has been awarded 






contract to install the steam heating apparatus in 






new Terminal Building, being built by the Los Ang 






l"nion Terminal Co.. at Seventh and Alameda Streets. 





$17.042, and Howe Bros. secured the contract for 





plumbing in the same building. The latter contra 





amounts to $50,000. 
The field department of the Associated O:1l Co. is 






paring to lay a pipe line for the pumping station at D: 
in the Santa Maria field to the wells of the Doheny Pa 
Petroleum Co., and the Casmalia Syndicate. 

R. I. Gruenhagen has sold his plumbing busines 










Richmond. 
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Plumbing Department. 
1,214,664. Flushing-Valve Alexander Feleki, New 
York, N. Y. In a flushing apparatus, the combination ot 
a casing comprising axially alined inlet and outlet nipples, 


cylinder rising from said nipples and a second cylinder 
depending from said nipples, a spindle journaled on the 
upper clinder, an operating level carried by one end of 
said spindle externally of the cylinder, a valve plug adapt- 
ed to seat in the upper end of the lower cylinder and 
against the inner end of the inlet nipple and cut off the 
flow through said nipple, a head rising from said valve 
within the upper cylinder and having a longitudinally ex- 
tending diametrically disposed recess, a rack on the end 
wall of said recess, a segment secured on said spindle 
ind fitting between the side walls of the recess and mesh- 
ing with the rack on the end wall of the same, and a re- 
tarding piston depending from the valve plug and playing 
in the lower cylinder 

1,214,853. Apparatus for Indicating the Rate of Flow 
of Fluids in Pipes. Charles L. Weil, St. Clair, Mich. A 
Huid meter consisting of a main pipe in which the fluid 
connected to said main pipe, a pipe of relatively small cross 
section leading from said closed receptacle and connecting 
with said main pipe at a different point, a valve in said 
main pipe between the point at which said receptacle 1s 
connected to said main pipe and the point at which said 
outlet pipe is connected with said main pipe, and means 
for measuring the difference between the pressure of the 
uid in said receptacle and the pressure of the tluid at a 
point in said outlet pipe. 
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/ 1,214,853. \ 

1,214;664 eee AO. <n mS 

215.030. Stock-Watering Apparatus. Joseph C. Jor- 
dan, Granton, Wis. In stock watering apparatus, a source 
of water supply, a plurality of receptacles, pipes, connect- 
ing the water supply with the receptacles, a single valve to 
control the supply of water to all of the receptacles, a 
cylindrical sleeve connected with each of the receptacles 
at the lower end thereof and communicating with certain 
the distributing pipes, a valve seat formed in the upper 
end of said sleeve, said sleeve communicating with the re- 
ceptacles, a semi-spherical cap threaded into the lower 
wall of the receptacles and incasing the valve seat, and a 
concavo-convex valve mounted upon the seat, an upstand- 















Pierce Down Draft Hestine Boilers 
FOR STEAM, WATER, VAPOR, VACUUM HEATING 
six Features that make for Efficiency. 


1. Magazine Feed 4. 25 Fuel Expense Saved 
3 Down Draft 5. 50 Less Attention Required 
3. Smoke a 6. All Cast Iron 


nufactured only by 


PIERCE, BUTLER ‘& PIERCE MANUFACT URING CORP. 


Brooklyn NEW YORK Philadelphia 
Boston Baltimore 
Worcester Syracuse Washington 
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Nico Boilers 
Federal Radiators 
Tank Heaters Heating Specialties 
Write for Catalog 
PRN Pabst bolt tt 
New Castle, Pa. 


Formerly 


The Novelty Iron Co., Canton, O. 























Results Are What Count 


Mechanica whs use DOUBLE BLAST Gase- 
line Fire Pots know that the maximum amount 
of heat can be obtained from the minimum 


The letters of the words, “DOUBLE 
BLAST,’ aptly represent many important and 
superior points In the construction and opera- 
tion of the DOUBLE BLAST Read them 
over. 


Double Burners Best 

dorless Labor Savers 
Unrbvaled Aluminum Brenzred 
Biue Flame Safety 
Lasting Time Savers 
Economical 


Leading jJebbers handle them If your 
jobber does not handle them, send us 
your order and we will ship direct. Addi- 
tional information and circulars wil) be 
furnished upon application 


Double Blast Mfg.Co. 





Ne. 25 
Tins vine Pot $7.25 20th and State Sts., North Chicago, Ill. 








‘Quik - Ope” 


Compression Goods 
Most reliable line 


mm the market 





Le, (Opens exact- 
ff ly on 1-4 
4 turn. Posi- 
tive action. 
Valve can’t work open and leak. 
The improved stuffing box does 
the trick. 
Made of red metal. Incomparable 
finish. Triple nickel plated 

I 0k fo rr the Trade Mar! 

Write for late Catalog. 

Made catenin by 
THE HAYDENVILLE COMPANY 
Haydenville, Mass. New York City 
Established 1845 
Makers of Fine Brass Good 
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Write for Descriptive Matter 


















FRI co 


BERTSHA 





The standard for 30-40 

gal. boilers, and single coil 

Wes: rs or equivalent. Has 
nh. £as openings. 
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We Make All Sizes 
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MAG Fimwe 


Jf vem 2 Reading Heater & Supply Co. 
fl J war . Manufacturers 

ly ae “peer . Tank-in-the-basement Sectens 

\ REACING A For Hot Water Heating Specialties 
2 For Vapor Vacuum Jobs 


Address Reading, Penna. 
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Originators of 


WHITE VITREOUS CHINA FIXTURES 


to, 


Ave., Brooklyn, N. 
type of Bathroom 


birst 
this 


SOUS . 
Fixtures 




























Makes 





your home by kee ping out the kind 
of a Pump that makes a noise. 


The Geo. J. Roberts Co. 
Dayton, Ohio, U. S. A. 
























Write for 












Cleveland Flush Valves 


our Special 


Cleveland Flush Meter Company 
Noble Court and West 2nd Street 


Sample Valve Offer. 


Cleveland, Ohio 
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The Mouat Graduating Vapor System 
means bigger, better business for you. It 
makes satisfied customers. 















Write for Further Information 




















Filters For Clubs 


The New York Continental Jewell 


New York 


All Types for All Purposes 


Filtration Co. 


Chicago Kansas City 


Montreal San Francisco 











ime stem carried by the valve 





and extending through t! 


W A ke cap, said cap having a number of pertorations therein 
. » . 
, . _ 1215,1%9% Sanitary WV ate ioset Scat Max Ros 
Automatic Air Valves Floor and Ceiling Plates Philadeloh Pa \ ™ wet due 6 wanes cleans 
i Li la < sal ‘ ry SC « OT c \ < 4 4 (osc (cit 
Standard of Perfection . 4 ' ' 
prising a guttered base adapted to contain material 


sanitary nature, a seat proper which ts adapted to en: 
W. A RUSSELL & C O. said base, a swinging arm which is pivotally mount 
63 W. 37th Street New York City on a member rising from said base, and a ball and soc! 
like mont the membe rs of} which aTe connected respect: 

ly with said seat and arm adapting said seat proper 1 

No. 2A Thermostat raised and lowered from and to said base and reve 

rnd prese nf either 1 the races of} said Scat proper for Oo 











\pparatus 


Water-Supplying 


Ind Water-supplying 


reservoir havine flat hottom, an 


pat. ifus 


let-pipe extending through the bottom and 


r-duct extending upward into the 


. » 
Top Thnereot 


1215,104. Toilet-Seat. James A. Bonner, San 1): 

° ° Cal In a toilet seat, the combination of an ordinar 

A Quiet Pump in Your Home conventional seat member, another seat member hi 
You can keep Pump noise out of thereto adapted to told over the same provided wit 


itable for children. a toot. rest 


said 


mall hole su 
mounted on r adapted to be 
out of the 


and 


second seat membe 


ried hack hy said seat member when 


way 


second seat member is not in-use means for 


lusting the position of said toot rest relatively to said 


ond seat member 
1.215.049. Water 
Mich... ass 


(harles H. Mucken! 


to Standard Sanitary 


( loset Row 


Detroit. nor 


other, 
rear ot 


prising a pair of channels one within the 


most channel having an inlet opening at the 
howl and a discharge opening at its front end for posit 
against 


inner channe! 


ly directing a heavy stream of water 


face of the front wall the bowl, the 


ing a plurality of relatively fine outwardly and downwa: 


directed discharge apertures arranged around the sam: 
positively direct jets of water against the inner face ot 
bowl, the 


to the outer channel to compel the water to travel 


inner channel being closed adjacent to the 


around said outer channel to the discharge opening at 


A front of the bowl and having a communicating pass 
THE MOUVAT SQUIRES CO. ; o oles a. *- : ‘ . 
SMM 1949 W. 4th St.. Cleveland. O. with the outer channel at said front of the bowl « 
pelling the water admitted to the inner channel to trav: 
In a return path rearwardly relative to the bowl, 


stantially as and for the purpose described. 
1,214,902. Air Water Lincoln S 
Kalamazoo, Mich., assignor to Comstock Automatic I’: 
Comstock, Mich. In a the class 
scribed, the combination with a pump adapted to pump 
and pressure storage tank, and 
of a separating chamber casing having a side 


| 


and Separator. 


structure of 


. 


water, a draw-oft 1 


conne 





secured thi 


y 
4 int to, a bell removably seated upon the bottom of the re 
BAY RIDGE SPECIALTY C0 Inc ALL WHITE voir, but not covering the outlet pipe, and an air-duct 
- ‘ RIGH : 
: tending through and secured to the bottom of the re- 


bell and nea 


pivota’ 


~ 


Manutact 


* i 4 q ° e 
Simple San tary Satisfactory ing’ Co., Pittsburgh, Pa., a corporation ol Pennsyly i! 
Designed for general use, and especially where hard usage , ; ' : . . : 
is unavoidable Lever cyT push button action. In a how] Ol the characte Tr described, flushing rim { 


the out 


the int 
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o said pump, a top connection to said tank and a bottom 
connection to said draw-oftf pipe, said 


i Casiny peiny pro- 


vided with a partition embracing said pump connection, 


sO 
that the water and air entering therethrough 1s spread and 
lischarged upwardly into the chamber 

1.215.111 > Siphon Wate r-( loset \nre \A t Oo; hran 
Trenton, N. J \ water closet bowl of the siphon typ 


raving a hollow tlushing rim. an enlarged shal 


i Stic 
receiving chamber in communication with 
rim, a siphon conduit leading from said bowl and comy 
ng mtake and discharge legs, said water-recen 
of § being disposed at the rear ot the bow] above the siph 
onduit and wholly within the lines ot the rear portion ot 
the body of the bowl, an inlet tor the delivery of flushing 
water to the top ot said water-Tre e1lving chamber. ana pas 
satres formed in the walls oO! the closet Structure on Op- 


1, 


posite sides of the intake leg of the siphon conduit and 


substantially paralleling the same, said passages leadin 
rom the sides of the water-receiving chamber and open 
ing into said intake leg at their lower ends and discharging 
ipwardly and across the latter, said passage outlets being 
lisposed above the lip of the intake leg of the 


condutt. 


siphon 











1.214.902 1,215,113. 
1.215.189. Sewer-Cleaning Means. Judson Price, Pop 


lar Bluff, Mo. A sewer cleaning means, comprising a noz 
‘le adapted to be inserted into the duct to be flushed, a 


nember on the nozzle for closing the end ot the duct that 
surrounds the nozzle and for holding the nozzle trom 
eing forced downward into the duct, means tor torcibly 
ing the closure member on the nozzle seated over the 
and other means tor effecting a fluid tight sealing of 
said closure member over the duct, and turther means 
forcing fluid through the nozzle into the duct, the said 
named means consisting of a brace jack adapted to 
engage a part of the casing surrounding the duct to be 
Nushed, and the nozzle. 


15,250. Curb-Cock. Frederick H. Cassidy, Randolph, 
Ma \ curb cock comprising a valve body having a 
chamber formed with an inlet and an outlet orifice, an 


and an outlet service pipe connected respectively with 


rifices, said body having an aperture through one 


side to receive a plug, a plug which extends through said 
aperture and is seated on the opposite side of the cham 

ud plug being formed with a transverse aperture and 
rotatable to open and close the passage from the 

o the outlet service pipe. said body having an inter- 
threaded flange around the aperture which receives 

S ug, a clamping nut having a screw-threaded outer 
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Use Only the 


ORIGINAL 


Double Drainage Drains 





The Look for 
Name “JOSAM” 

Protects on Every 
You 


Drain 





Made by 


JOSAM MFG. CO. 


29 S. Fourth St. St. Louis, Mo. 
EASTERN BRANCH. 261 Broadway, NEW YORK 

















Dole PKLESS GRADUATED 
Dole. RADIATOR VALVE 


. } ° a 
Embodies a new and 

exclusive DOLE 

principle by which 

Vou i AV ¢é T 

deg f pening tr 

quired in vacuum or 

vapor steam heating 






This Adjustment is 
easily made while Complete 
the steam is on. 


Line of 


Nothing like it on Standard 
the market Steam 
Furnished with the and Hot 
DOLE without extra Water 
cost, Radiator 
Write for new Valves 
cuiars ' , 


THE DOLE VALVE Co. 208 No. Fifth Ave., Chicago 
































NIEDECKEN MIXER 


For 
Shower 
Lavatory 
Bath 
Sink 

Etc. 


W riie 
for 
Bulletin 
D-10-X 





HOFFMANN & BILLINGS MFG. CO. 
MILWAUKEE 























Detroit Valve 
and Fittings Co. 
Manufacturers of 
Malleable Iron Fittings and 
Drainage Fittings. 
Special Malleable and Grey Iron 
Castings. 




















DET ROIT, MICHIGAN 


Write for Catalogue 
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The Unwersal Trio— 
Air-Line 
Return-Line 

Vacu-Vapor 


cover every steam 


heating requirement. 


Before deciding upon the equipment 


for your next heating contract, 


write 


for literature and full information con- 


cerning the complete, 


LIABLE Line. 


N | 


Rocw 


up-to-date RE- 


). ' 
DISHOPDABCOCK-DECKER CO 


Factories and General Offices, ne 


New York Chicago Cincinnati St. Louis 
St. Paul San Francisco Atlanta Dallas 
Milwaukee Boston Denver Philadelphia 


periphery 


tiange and is adapted to be 


the interior wall ot 


, 
Seated 1n 














Jobber for 


Mr. Plumber, Ask Your 


Clebra Com- 


pression Stop and Waste 





Clebra Compression 
Stop and Waste Cock 











Ask Your Jobber 


Cocks 


You won't get 


when 


0 pe nia 


get wet 


opening or 


closing them. 


Nor do you have to 


tixture to 


empty the pipe. 


He Knows 


THE CLEVELAND BRASS 
MFG. CO. 


4614 HAMILTON AVE. 


CLEVELAND, O. 
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| 
which engages wi 


1,215,237. Bathtub and L 
Hi. Barker, Pasadena, Cal., 
Fixture Co., Los Angeles, | 
In combination 


let and having a lav 


overtlow inlet into said stand pipe 


the 


outlet. 


hadi 


the 


waste 





J pp. ttt 
7” ges ne 
1,215,159 


















Waste-Pipe 
Mo. A 
adapted to be 


Loo ho, 190 
Poplar Bluff, 
Inv’ a nozzle 
tlushed, the 
portion 


waste 


said nozzle inc 
internally 


the 


and an 
mounted on the end ot 
gages the internally 
ing the plug in position, a w 
the 


Huid 


plug when 1n 


tight 


spreading 
to effect a 
gaging the 
the 


wedge 


and the 
along 
the 


said nut 


1s shitted the 1) 


means for forcing 
duct 

1,215,294. Mop Holder 
Mass. In a holder 


a receptacle 


ing, 


combination, 


Cle 


W edge 


Huid 


for 
idapted to support the 


upright position and provide a dished botton 


' ' 
th the 


screwed down 


avatory 


stand pipe 






tie is *. 


aniny 
pipe 


inserte 


luding 


threaded 


nozzle. 


edge 


serted 


closure of tl 


ozzle a 


through 


William 


toilet 


with 


being 


Vol. 


end ot said plug, the plug having a surf; 
with the clamping nut whereby the plug 

the plug having a TeCessS below the nut, 

being flush with the said co operating 5 
nut having an opening wider than the rec 
and a stand-up pipe connected with said 
and plug being adapted to receive suitable 


Direct 


atory howl supported 


when the 










LXAXVIII, No 


threads ot said annu 
avainst the out: 


ice CoO-operatil 
is held in pla 


said recess in] 


urtace, the sa 
ess in the plu 
lange the 


W renches. 


Waste. Geor 


assignor to [improved Sanita: 
al., a corporation of Californ: 


with a bath tub provided with a waste 


above the hat 


tub and a waste pipe connected to and extending dov 
from the lavatory bowl; a connection having a reduc 
upper part slidable upon the waste pipe and being pr 
vided with a lower widened part, said lower part havi 
an overtiow inlet at its junction with said upper part 
stand pipe removably seated in said outlet and having 

upper end removably connected with the lower part 
said connection; and said waste pipe extending below 


without contacting 


stand pip 


van | 


























Means. 


cleaning 


d into 


an externally 


end, 


threaded end of the 
slidable ( 
into the 


i¢ said 


said externally threaded portion ot 


join 
s the n 
the 


A. M 


mops 


a clamp nut that 


acDonald 







1,215,190 
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| { 


COMpPTis- 


Judson 





mcans, 
the 






duct to he 
thre 










a vieldable 







nozzle fi Tr 






| 
noZzZ 


nN the 





duct, whereby 





duct, a nut 





the 1 





ed where! 





ut is turne 





1iozzle 11 | 






and the 
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rain outlet and an open top, a removable strainer. plate 


’ 


the bottom on which the mop is adapted to rest, a 
] 


vable COVeET for said re< eptacle, a Hlexible pipe conne cted 


1 said outlet adapted to be bent to draining position 
oe] ' 1! “ 
eath the seat ot the torlet, and bendable supporting 


Ss secured to said receptacle adapted to embrace the 


_ 


| | 


h pipe leading to the toilet or directly engage the wall 
icent thereto and hold said receptacle in operative rela 


to said toilet 
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1215,298. Liquid-Soap Dispenser Mark G. Melvin, 


Scranton, Pa. A dispensing device comprising a stem hav 
inv a longitudinal vent bore provided with a lateral branch, 

nozzle having a sleeve rotatably mounted on the stem 
and provided with a passage adapted to register with the 
said lateral branch when the nozzle is directed upwardly 
and to be out of register therewith when the nozzle is 


1 


directed downwardly, and a container attached to the noz 


zie. said nozzle having also a bore which communicates 


with the bore of the stem and with the container 
GOVERNMENT CONTRACTS TO BE AWARDED. 


Supervising Architect James A, Wetmore, Treasury De- 
partment, Washington, D. C., will receive sealed pro 
sals for government work as follows 
Until 3 p.m., March 15, 1917, for the construction, in 
cluding plumbing and heating, of the United States post 
othce at Marion, ky. 

Until 3 p. m., March 21, 1917, tor the construction, in 
cluding plumbing and heating, of the United States post 
othee at Martins Ferry, ©. 

Until 3 p. m., March 23, 1917, for the construction, 

Cluding plumbing and heating, of the United States 
postothce at Holly Springs, Miss 

l'nti] 3 p. m., March 29, 1917, for the construction, 
ng plumbing and heating. of the United States 
postothice at Coshocton, ©. 

rrawinegs and specifications can be obtained from the 
custodians of the different sites or at the office ot the 


supervising architect in Washington. 


FINANCIAL TROUBLES. 


ati, O.—Michael J. Burns, a master plumber ot 
} est &th Street, has filed a voluntary petition in bank- 
scheduling his liabilities at $3,839.69 and his assets 

: ia 
Chicago, I1.—Stanley S. Schultz, a master plumber of 


04 West 29th Place, has tiled a petition in bankruptcy 


ne his liabilities at $11,903.52 and his assets at 


‘ - / nate - — 
Milwaukee, Wis.—Walter Klinkert, a plumber of 120% 
Vliet Street, has filed a voluntary petition in bankruptcy, 
scene ng his liabilities at $925.25 and his assets at $125. 


oT hp, 
~ i346 
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Fig. 62. Patented. 


(;sarage Drainage Installations can be success 
fully installed with our “Peerless” line of drains 
When installing these you will avoid explosions, 
choked sewers, and other nuisances comm: 


parages. 


Compound Injector and Specialty Co. 


Originators, Designers and Sole Manufacturers of 


DEHN’S SANITARY SAFEGUARDS 


419-421 D. N. LARAMIE AVENUE, CHICAGO, ILLINOIS 


Long Distance Telephones: Austin 543-545 
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The Borden Co., Warren, Ohio 
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‘i Classified Advertisements 
Advertisements under this heading 4 cents per word per issue, address included. Send cash 
with order. To insure insertion copy should be received not later than Wednesday emaracen. 


a I ed re aa 


Situations Open 


AN TRI) MAN rAMITILIAR VI T Ht 


WANTED A N® 1 SALESMAN FOR 


} tio? i Dranect! Lif manage! mt 
| phia M first ’ ma 
€ j f pal lohnstow! Pa 
2.10 tf 
VANTED AT.I lhON SIVERAI 
el rif | ‘y tu details 
i | end refer 
' f r t t acd 
Addres T Rich berg | i f ! in 
( ind t 2-10 | 


WAN TH IT>-PTLI bantaaehabe SALESMEN, 


Cahing oT }) mie! regula! » sell 
range boilers on commission “"‘Recelient 
proposition Cornis CApatte experienced 
mie? sé ired “State ferrito? mete 9 

naned t ! tiat 
b's VIVA i i igre | ( I’ hyi FF 
phia, Pa ); I ' 


Situations Wanted. 


WANTED POSTTION \> SALESMAN 

for jobbing house where heating experi 
anc. ‘ nNeces ory i nederstand both 
pelupryatoir iT t rough Ad 
ly < 6} ’ 1? ? neering, 
f " 24/5 
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For Sale. -RESPONDENCE SOLICITED F 
‘ = manufacturers © high grade ena 
we) f SAIL] THAT* Hk re | RNACE i”) tune ae] prlpre —_— nttings . (les 
lL outle PY pre Ss Sectiona Side Feed est ee westerT peer paar sot for helt 
Roiler No 840 Riated capacity, 4 700 sq. duct through representatives Th CO? 
ft., steam lensti 144%: depth, 64: height — basis Peerless Hrokers, ©) 
4 Zrate area, ($4.24 sq. ft Four feed NOME 
foo by i ecjjuilpine rit COMprises complete 
‘t of trimmings, steam gauge, water 
nns rauge cocks, gauge giass and . 
cks, automatic diaphragm regulator Books for Your Trade Library. 
in_d complete set of firing tools Used 
three winters It first-class condition . , ees ; 
Not large enough for our requirements Sanitation in the Modern Home..... 2.00 
Will sell at a bargain \ddres The Sanitary Sewerage of Buildings...... 1.50 
le ‘ ("a ay -lry Io , + 
Sy _ Kaiser ' | Fim St., B 23: 11 Johnson's New Handy Manual....... 1.00 
— le ie eo rea ens Sa Air Valves for Steam Heating Sys- 
. ; tems ...... 25 
On > ALI AN (oT,D be ST AB l, ISHE 1) M aking the oe Pay ] 9 
plumbing and h aging ; business in a sut Notes on Heating and Ventilation, 
stantial town of 5,500 population, with a oo 2.90 
irge steady pay-roll, the best climate j Vacuum Cleaning Systems, Maxwell 
(‘olorado A clean salable stock which S. Cooley .... ers eeesensesseseecesevenes 5.08 
will invoice about $3.000 Will sell at Tables for Calculating Sizes of Steam 
actual value of stock, tools and fixtures Pipes — ; ' 
Annual busines from twelve to twenty i ine | of | Estimated Radiation, 1.00 
eeseiayY BP, BS WEE EBRWe et eceeeveeeeneeeeeeeeens 
fhousan doll . ( e : “y It 
| ind pollas a a a er rs n A Practical Manual of Steam and Hot 
and wishes to quit business. Address 2388, Water Heating, Edward R. Pierce. 2.50 
care “‘Domestic Engine ering,’ Chicago Practical Steam and Hot Water Heat- 
1-27. 2-3-10-17 ing and Ventilating, A. G. King.... 3.00 


attecellancous. 


— a + s 

SELL your surpLus coupuincs Domestic Engineering 
and fittings Write us The A. & J. . 

Mfg. Co.. 557 W. Lake St. Ghdease. tf 407 S. Dearborn St., Chicago 











| STANDARD PORTABLE VISE BENCH 
DER. 


4. AND PIPE BEN ; 
Beven more than Ms cot on the Gut jet No Complicated Devices 
Set up in a minute without any toois Al . 
ways ready Lasts a life time Thousands when using 
in wae 
De mp us a line and we will mail you names AD sco H EATING 
and addresses of thousands of satisfied users Atmospheric Pressure System 


Standard Iron Works 


540.50 W. 58th Street, New York City 





No Noise—No Leaky Valves 


Steam or Vapor—with the Famous 


0S C 
Craduated 






































V - qetey i 


Saves on Installation cost. Saves 





Look For 


NATIONAL 





NMiat 
The Name 


A STORY IN PICTURES 


on Fuel. Gives 50 per cent radia- 
tion, when opened 50 per cent 
not 90 per cent or 10 per cent. 





» 
va yl 








iis, deen Write for Our Bulletin 133-E 
ec rit 


LAST STEP IN PIPE. E) vou PION, to AMERICAN DISTRICT STEAM COMPANY 











$d 


NATIONAL TUBE COMPANY. Pittsburgh, Pa. Ceneral Offices and Works: NO. TONAWANDA, N. Y. 


New York Chicago Seattle 

















able closet is specified. 





flushing afterwards. 


2) 





ic Wat Closet . 
Automatic Water Closet | || Do You Get This? 


mechanism. Cannot be used without 


Write for details. 


Sherwood Brass Works, 1167-75 Jefferson Ave., E. Detroit, Mich. 


Positive flushing . wea 
You should, because it is right 
The Clean Sweep Traps are the 

Simon-pure, Regular-guy in Tray 

dom 














It is the acid proof trap for lal 











MR. MANUFACTURER 


You have some slow-moving machinery or mate- 
rial that should be known to the trade, but must be DETROIT SANITARY SUPPLY CO. 
sold with.the minimum expense. Describe it in the SOLE MANUFACTURERS 
Classified Department—4 cents a word per insertion, Second Ave. & Antoinette St. - - DETROIT, MICHIGA’ 


oratories and lavatories. 
It has them all panned, in Le: 
and Brass. 





























Please mention “Domestic Engineering” when writing advertisers. 
























